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Fig. 1. Diagram of root analogue implants since the beginning of their development until today. 
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Figure 5. 


Clinical concept of a bio-adaptable dental implant as a root-mimicking concept 


2500 BC 


Egyptians 
Tooth stabilization 
using gold wire 


500 BC \ 


Etruscans 
Tooth replacement 
made of oxen bones? 


Phoenicians Y 500 BC 


Gold wires for splinting 
of periodontically 


Shells as implants 
for replacement of 
mandibular teeth3 


J. Hunter 
Teeth transplantation from 
one human to the other 


: J.Maggiolo 
Weertion of a gold 

— impiant tube into 
f 4 91 0's a fresh extraction 


socket 
J.Greenfield 
Placement of a 
gold cylinder as 
an artificial root4 
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endosseous 
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? Devlopment 
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G. Dahl implant 
Subperiosteal 
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developed 
in Sweden8 
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R. Cherchieve 
Double-helical 
spiral implant 
made of Co-Cr 


Treatment of first 

titanium implant 
patient for a full mouth 
rehabilitation10 
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M. Anderson 


: Development of the 
: Procera method for 
: high-precision industrial 
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1990's dental crowns 
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i first ceramic 
CAD/CAM coping!2 
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Nobe 


| Biocare 
Introduction of first 
comprehensive 
concept for 3D 
treatment planning 
and guided surgery!4 
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All-on-4 


DENTAL IMPLANT PROCEDURE 


You might think that dental implants are a relatively new 
procedure given their recent rise in popularity. In actuality, 
they have been around in some form since the mid 20th 
century. Let’s take a look back at where it all started... 


Bránemark performs 
the very first full mouth 
dental implantation. 
Multiple teeth attached to 
an implant (instead of one 
implant per tooth) 
distributed the force of 
chewing around the 
mouth, making longer- 
lasting implants. 


Dr. Paulo Malo 
determines that instead of 
6 to 12 implants for a row 

of teeth in one jaw, you 
onty needed 4 for an entire 
set of teeth on the upper 
and lower jaw. Hence the 
name All-on-40,; all teeth 
on four implants. 


Swedish professor, 
Per-Ingvar Bránemark, 
discovers that it is 
possible for human 
bone to fuse with 
titanium as it grows. 


A technique is 
developed to avoid 
anatomical limitations the 
back of the upper and 
lower jaws pose. The 
back implants are angled 
in a way that only 
leaves enough room for 
two more implants in 
the front. 


Nobel Biocare, one of 
the largest dental implant 
manufacturers, launches 
the All-on-46 treatment 
concept with custom- 
designed components. 


The Journal of Clinical 
& Diagnostic Research 
said the 5-year “survival 
rate” of 242 All-on-40 
implant procedures was 

98%. Survival rate means 
that the implants didn't 
cause infection and the 

prosthetic teeth didn't 

crack from use. 


With over 30 clinical 
studies published and 
more than 100 000 
patients treated with the 
All-on-4@® treatment 
concept, the approach is 
well validated. 


Technological 
improvements now allow 
the teeth and smile on an 
All-on-4 bridge to be 
designed and fabricated 
completely digitally. 


A full-arch implant is now an outpatient procedure. 
Patients can leave the dental office on the same day with an 
entirely new set of teeth, including the extraction process. 
Hundreds of thousands of people around the world have 
benefitted from All-on-4@® implants. 


vo All-on-4® implants 
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Ancient Times 


e Early Attempts: 
o Early dental implants date back to ancient civilizations, including the Mayans, who 
used shells and stones as tooth replacements. 
o Archeological evidence shows rudimentary attempts at osseointegration in ancient 
Egypt and China. 


Modern Era 


e 1952: 
o Per-Ingvar Bránemark, a Swedish orthopedic surgeon, discovered the process of 
osseointegration, where titanium could bond with bone. 
e 1965: 
o Bránemark placed the first titanium dental implant in a human volunteer, marking the 
beginning of modern implantology. 


Technological Advancements 


e  1970s-19805: 
o Development of new materials and surface treatments to enhance osseointegration. 
e  1980s-1990s: 
o Introduction of computer-aided design/computer-aided manufacturing (CAD/CAM) 
technology for precision in implant placement and prosthetics. 


Mainstream Adoption 
e Late 20th Century: 


o Dental implants became widely accepted as a standard treatment option for tooth 
replacement. 


o Increased success rates and long-term studies demonstrating their effectiveness 
solidified their place in restorative dentistry. 


Future of Implant Dentistry 


Digital Dentistry 


e Continued Integration: 
o Continued integration of digital technologies, including 3D imaging, CAD/CAM, and 
digital workflows, to enhance precision and efficiency. 
o Use of artificial intelligence (Al) for predictive analytics and personalized treatment 
planning. 


Advanced Materials 


e Development: 
o Development of new biomaterials that promote faster and more robust 
osseointegration. 
o Use of bioactive coatings and surface modifications to improve implant stability and 
longevity. 


Regenerative Techniques 


e Incorporation: 
o Incorporation of tissue engineering and regenerative medicine to improve bone and 
soft tissue regeneration around implants. 
o Use of growth factors and stem cell therapy to enhance healing and integration. 


Minimally Invasive Procedures 


e Advancements: 
o Advancements in surgical techniques to reduce patient discomfort and recovery time. 
o Use of computer-guided surgery and robotics for minimally invasive and highly 
accurate implant placements. 


Patient-Specific Solutions 


e Customization: 
o Customization of implants and prosthetics based on individual anatomical and 
functional needs. 
o Adoption of 3D printing technology for on-demand fabrication of patient-specific 
components. 


Global Accessibility 
e Efforts: 
o Efforts to make implant dentistry more accessible and affordable worldwide. 


o Training and education initiatives to expand the availability of implant services in 
underserved regions. 


Longevity and Maintenance 


[9] 
implants. 
[9] 
Soft-Tissue Integration 
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History and Evolution of Dental Implants 


Period Milestone/Event 

@2000 B.C. Chinese use carved bamboo pegs to replace missing teeth. 

@1000 B.C. Ancient Egyptians start molding precious metals like copper to replace 
lost teeth. 

@600 B.C. Ancient Mayan dental implants: false teeth made from shells 
"implanted" into the lower jaw. 

500 B.C. Etruscans carve replacement teeth from oxen bones; Phoenicians use 
gold wires for splinting of periodontally compromised teeth. 

100-200 A.D. Roman dental work: a fixed prosthesis. 

-50 B.C. Animal teeth become an option for replacing missing teeth. Historical 
records show the rich would replace lost teeth with those bought from 
slaves or poor people. 

-300 A.D. Phoenicians develop a primitive bridge using teeth carved from ivory 
then secured to neighboring teeth with gold wire. 

-600 A.D. Mayans use tooth-shaped shells to replace missing teeth. 

Early Uses and places stone implants into the jawbone. 

Honduran 

Culture 

1500-1800s Human teeth from underprivileged donors and cadavers. 

1700 J. Hunter transplants teeth from one human to another (allotransplants). 

1809 J. Maggiolo performs the first implant placement into a fresh extraction 
socket using a gold implant tube. 

1913 J. Greenfield places gold cylinders to function as artificial roots. 

1930s A. M. Strock uses Vitallium screw fixtures to replace missing teeth in 
both humans and dogs. 

1938 Cylindrical endosseous implant patented by R. B. Adams. 

1940s M. Formiggini and F. Zepponi develop post-type endosseous implants. 

1940s Subperiosteal implant developed in Sweden by G. Dahl. 

1950 Implant models start adding a spiral design to help ease insertion and 
integration. 

1951 Per-Ingvar Branemark, an orthopedic surgeon, discovers that titanium 
metal can "fuse" to bone. 

1952 American dentist Dr. Leonard Linkow discovers how bone flow affects 
bone healing. 

1960s R. Chercheve develops a double-helical spiral implant made of Co-Cr. 

1965 Branemark performs the first titanium dental implant surgery in a man 
with jaw deformities. 

1965 P. I. Bránemark treats the first patient with a titanium implant for full 
mouth rehabilitation. 

1980s L. Linkow develops blade implants to treat partial and total edentulism. 

1981 Schroeder and Ledermann introduce titanium plasma spray (TPS). 

Mid '80s Dr. Stig Hansson: microtexture surface improves load distribution and 
helps retain crestal bone. 

Late '90s All-on-4 implant technique introduced. 

1990s M. Anderson introduces the Procera method for high-precision 


industrial manufacturing of dental crowns and the first ceramic 
CAD/CAM coping. 


12 


1990s A technique is developed to avoid anatomical limitations in the back of 
the upper and lower jaws using tilted implants. Leaves enough room for 
bone implants. 

1998 Dr. Paulo Malo determines that instead of 6 to 12 implants for a row of 
teeth in one jaw, you only need to implant four sets of teeth in the upper 
and lower jaw. Hence, the All-on-4® implants. 

2000s Advances in digital dentistry and 3D imaging for precise implant 
placement. 

2002 Introduction of the Nobel Biocare Procera System for CAD/CAM 
restorations. 

2004 Nobel Biocare begins clinical research and launches the All-on-4® 
treatment. 

2005 Introduction of All-on-4 treatment concept by Dr. Paulo Malo. 

2005 Immediate Function as a treatment concept receives clearance by the 
U.S. Food and Drug Administration (FDA). 

2010s Development of CAD/CAM technology for customized abutments and 
prosthetics. 

2010s NobelGuide/NobelClinician introduced as the first comprehensive 
concepts for 3D treatment planning and guided surgery. 

2011 Thommen Medical introduces a hydrophilic surface that speeds early 
osseointegration. 

2014 The Journal of Clinical & Diagnostic Research gives a 10-year survival 
rate of 94.8% for the All-on-4® implant procedure. 

2016 With over 30 clinical studies published and more than 100,000 patients 
treated with the All-on-4® concept, the system is well validated. 

2019 Technological improvements allow the teeth and smile on an All-on-4® 
implant to be designed and fabricated completely digitally. 

Today A full-arch implant is now an outpatient procedure. Patients can leave 
the dental office on the same day with an entirely new set of teeth, 
including the extraction process. 

Future Increased use of artificial intelligence and machine learning for 

Perspectives predictive analytics in treatment planning. 


Personalized Medicine: Advances in genetic profiling to tailor implant 
treatments to individual patients. 


Long-Term Future: Development of bioengineered teeth and tissues. 


Nanotechnology: Use of nanomaterials to enhance implant surfaces and 
promote better integration and healing. 
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Dental Implant Surgery, Augmentation, and Innovation Techniques: 


Period Milestone/Event 

1990s | Bone grafting techniques introduced to augment bone for implant placement. 

2000s | Sinus lift procedures become common for increasing vertical bone height in the 
posterior maxilla. 

2000s | Guided bone regeneration (GBR) techniques developed to enhance bone growth 
around implants. 

2000s | Platelet-rich plasma (PRP) and platelet-rich fibrin (PRE) introduced to promote 
healing and osseointegration. 

2010s | Use of growth factors like BMP (Bone Morphogenetic Proteins) to stimulate bone 
formation around implants. 

2010s | Development of short implants and narrow diameter implants for use in patients 
with limited bone volume. 

2010s | Computer-aided design and computer-aided manufacturing (CAD/CAM) for 
precise surgical guides and custom abutments. 

2010s | Use of digital impressions and 3D printing technology to create accurate models 
for implant planning and restoration. 

2010s | Introduction of zygomatic implants for patients with severe maxillary bone loss. 

2010s | Introduction of All-on-6 implant technique, providing more stability and support 
for prosthetics compared to All-on-4. 

2010s | Overdenture implants introduced as removable prostheses that snap onto dental 
implants for improved retention and stability compared to traditional dentures. 

2020s | Advances in minimally invasive surgical techniques for implant placement. 

2020s | Use of virtual reality (VR) and augmented reality (AR) in dental implant surgery 
training and planning. 

2020s | Basal implants introduced for patients with minimal bone height, placed in the 
basal bone which is more resistant to resorption. 

2020s | Pterygoid implants introduced for providing support in the upper jaw, engaging 
the pterygoid bone for enhanced stability in cases with insufficient posterior bone. 


Implant-Related Periodontology Surgery Procedures: 


Period Milestone/Event 

1990s | Soft tissue grafting techniques introduced to enhance peri-implant tissue health 
and aesthetics. 

2000s | Introduction of connective tissue grafts to improve soft tissue thickness and 
keratinized gingiva around implants. 

2000s | Development of the vestibuloplasty technique to deepen the vestibule and 
improve implant site access and maintenance. 
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2. Basic Knowledge for Implant Treatment 


Prior to surgery, all patients Face of the patient was 


rinsed their mouths with 0.2 % disinfected with 7.5% povidone Oral cavity was prepped with 5% 


chlorhexidine iodine povidone-iodine 


The surgical stent was put on 
after adequate exposure to the 


crestal bone Patient was draped according to 


conventional surgical guidelines 


A crestal mini-incision 
approximately 5 mm 
horizontally with the alveolar 
crest, was made in the center of 
the implant site for the flapless 


Local anesthetic with 
epinephrine (Xylocaine, Astra 
Zeneca, Lon, UK) was used to 

block the regional nerve supply 


A full-thickness envelope flap 
was lifted to expose the 
mandibular bone 
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Figure 6.1 Treatment planning for implants. 
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Premedication for Dental Implant Placement in Anxious Patients 


Anxiolytics: Benzodiazepines (e.g., Diazepam, Lorazepam) are commonly used to reduce anxiety. 
Administered the night before and/or one hour before the procedure. 


Non-Benzodiazepine Anxiolytics (e.g., Buspirone) as an alternative for patients with contraindications 
to benzodiazepines. 


Sedatives: 
Oral Sedatives: Mild sedatives like Triazolam can be given one hour before the procedure. 


Intravenous Sedation: For higher levels of anxiety, IV sedation with medications such as Midazolam 
can be used. 


Analgesics: Pre-emptive analgesics (e.g., Ibuprofen, Acetaminophen) to manage pain and enhance 
comfort. 


Antibiotics: Prophylactic antibiotics may be given to prevent infection, though not specifically for 
anxiety. 
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Local Anesthesia: Topical and injectable anesthetics to ensure the procedure is pain-free, reducing 
anxiety related to pain. 


Nitrous Oxide: Inhalation sedation with nitrous oxide (laughing gas) for mild to moderate anxiety, 
providing relaxation and pain control. 


Behavioral Techniques: Techniques such as guided imagery, deep breathing exercises, and 
reassurance to help manage anxiety without pharmacological intervention. 
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Commonly Used Flap Designs 

Envelope Flap: 

Description: A horizontal incision along the gingival margin without vertical releasing incisions. 
Advantages: Minimal tissue trauma, good blood supply, and rapid healing. 

Uses: Preferred for single implant placements and when minimal exposure is needed. 
Modified Envelope Flap: 

Description: Similar to the envelope flap but includes vertical releasing incisions. 

Advantages: Better access and visibility of the surgical site. 


Uses: Used when more extensive access is required, such as in multiple implant placements or when 
bone augmentation is needed. 


Full Thickness (Mucoperiosteal) Flap: 
Description: Involves lifting the entire thickness of the soft tissue, including the periosteum. 


Advantages: Provides excellent visibility and access to the underlying bone. 
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Uses: Commonly used for implant placement and bone grafting procedures. 

Split Thickness Flap: 

Description: Only the mucosa is elevated, leaving the periosteum attached to the bone. 
Advantages: Preserves blood supply to the bone, reducing the risk of bone resorption. 


Uses: Typically used in soft tissue grafting procedures and in cases where minimal bone exposure is 
needed. 


Papilla Preservation Flap: 


Description: Designed to maintain the interdental papillae by making incisions that avoid cutting 
through the papillae. 


Advantages: Maintains esthetics and reduces the risk of papilla loss. 

Uses: Used in esthetically sensitive areas, particularly in the anterior maxilla. 

Apically Positioned Flap: 

Description: A flap that is repositioned apically to its original position after surgery. 
Advantages: Increases the width of keratinized tissue and improves esthetics and function. 


Uses: Used in cases requiring increased keratinized tissue around the implant site. 
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Countersink Drill 
Uses: 


Widening the Osteotomy: Enlarges the coronal portion of the osteotomy to accommodate the 
implant's coronal design. 


Creating a Seat for the Implant: Prepares a beveled space for the implant's collar, ensuring proper fit 
and stability. 


Importance: 
Enhanced Primary Stability: Improves the implant's initial stability by creating a precise fit. 


Reduced Stress: Minimizes stress on the bone during implant placement, reducing the risk of micro- 
fractures. 


Improved Healing: Promotes better osseointegration and faster healing by reducing bone trauma. 
Bone Tap Drill 

Uses: 

Threading the Osteotomy: Creates threads in dense bone to match the implant threads. 


Facilitating Implant Insertion: Reduces the insertion torque required for placing the implant in dense 
bone. 


Importance: 


Prevents Bone Compression: Reduces the risk of compressive bone necrosis by minimizing the force 
needed to insert the implant. 


Improves Implant Stability: Ensures a secure fit of the implant threads in dense bone, enhancing 
primary stability. 


Reduces Implant Failure: Lowers the risk of implant failure in dense bone areas by providing a precise 
and controlled insertion path. 
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Post-Operative Instructions After Implant Surgery 
Pain Management: 


Medications: Take prescribed pain relievers as directed. 
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Over-the-Counter Options: Use ibuprofen or acetaminophen for additional pain control if needed. 
Swelling Control: 


Ice Packs: Apply ice packs to the outside of the face over the surgical area for 20 minutes on and 20 


minutes off during the first 24 hours. 


Elevation: Keep your head elevated, even while sleeping, to reduce swelling. 
Bleeding Management: 


Gauze Pads: Bite gently on gauze pads placed over the surgical site and replace them as needed until 
bleeding stops. 


Avoid Disturbance: Do not rinse, spit, or use straws for the first 24 hours to avoid dislodging the blood 
clot. 

Oral Hygiene: 

Rinsing: After 24 hours, gently rinse your mouth with a saltwater solution (1/2 teaspoon of salt in 8 
ounces of warm water) several times a day. 

Brushing: Continue brushing your teeth, but avoid the surgical site for a few days. 

Diet: 

Soft Foods: Stick to soft, cool foods like yogurt, smoothies, and soups for the first few days. 
Hydration: Drink plenty of fluids but avoid hot drinks and alcohol. 

Activity: 

Rest: Avoid strenuous activities for the first few days to promote healing. 

Gradual Return: Gradually return to your normal activities as you feel comfortable. 

Avoidance: 

Smoking and Alcohol: Refrain from smoking and alcohol consumption as they can impair healing. 
Disturbance: Avoid touching or disturbing the surgical site with your tongue or fingers. 

Follow-Up: 


Appointments: Attend all scheduled follow-up appointments to monitor healing and address any 
concerns. 


Report Issues: Contact your dentist if you experience excessive bleeding, severe pain, or signs of 
infection (such as fever or pus). 


Medication: 
Antibiotics: Take any prescribed antibiotics as directed to prevent infection. 
Pain Medication: Use prescribed or recommended pain medication to manage discomfort. 


Emergency Contact: 


Emergency Information: Know how to contact your dentist in case of an emergency or if you have any 
concerns. 
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Drug Doses After Implant Surgery 


Pain Management 


Ibuprofen: 400-600 mg every 4-6 hours as needed for pain. Maximum dose: 3200 mg/day. 


Acetaminophen: 500-1000 mg every 6 hours as needed. Maximum dose: 3000 mg/day. 
Combination Therapy: Alternating ibuprofen and acetaminophen can be effective. 
Antibiotics 


Amoxicillin: 500 mg every 8 hours for 7-10 days. 


Clindamycin: 300 mg every 6 hours for patients allergic to penicillin. 


Anti-Inflammatory Medications 


Dexamethasone: 4-8 mg daily for 2-3 days to reduce swelling. 


Mouth Rinse 


Chlorhexidine Gluconate: 0.12% rinse, twice daily for 1-2 weeks to prevent infection. 


Post-Surgical Care 


Ice Packs: Apply intermittently for the first 24-48 hours to reduce swelling. 


Soft Diet: For the first few days post-surgery to avoid disturbing the surgical site. 
Special Considerations 

Patient Allergies: Always consider patient-specific allergies and contraindications. 
Medical History: Adjust dosages for patients with liver or kidney impairment. 
Consultation: Always follow the prescribing healthcare provider's instructions. 
Note 


These dosages are general recommendations and should be tailored to individual patient needs. 
Always consult with a healthcare professional before administering any medication. 


21 


oooooooook 000000000000 0000000 oK 
OoOogoooook anonnoonnonnnnnnunu o ow 


Anticoagulation 

Antiresorptive medication 

(Bisphosphonates, Denosumab) 
Medical history ee mellitus 

Radiotherapy 

Smoking 

Allergies 


| 
| 


2D 
3D 
Local anaesthesia 
Adequate anaesthesia Sedation 
ITN 
3D-Radiographs 
Guided Workflow Digital impression 
Treatment planning initiated 
Instruments 
Implants 
Biomaterials 


Radiographs available and adequate 


| 
| 
| 


Informed consent signed 
Medication prescriptions given and explained 


Patient identity verified 


Update of the medical history 
Antibiotics 
Pre-surgical medications taken Analgesics 
Steroids 
PRF/PRP necessary and prepared 
Instruments 
Material available, sterile, and functioning Implants 
Biomaterials 


Adequate case documentation 

Post-operative radiographs sufficient 

Post-operative patient instructions given? 
Post-operative medications Analgesics 
given/prescribed? Steroid 
Temporary prosthesis/Haemostatic dressing material 


Schedule follow-up appointment 
Provide restorative notes to prosthetic dentist 


ooooo0o0o0o00 
oooo000000 


Restorative 


Surgery 
Planning 


Patient Engagement 


knowledge & People 


22 


23 


TABLE 2. Dental Implant Best Practices Checklist? 


TREATMENT PLANNING 
Review — V riodontal Review diagnostic ei Verify signed Review 
gs E say T “a ‘ : d et ht consent g Heer 
and de eeding on probin lographs erify patient lora 
history : Probing de . F one ben ta peso has copy restorative 
attachment levels LS uted treatment plan dentist 
O Radiographic tomography scans 
assessment O Models 
O Mobility 
C Suppuration 
INTRAOPERATIVE 
[ Review [C Sedation 0 Surgical guides C] Intraoperative radiographs Final torque value: 
medical [ Protect airway Check drill s [] Verify angulation/location 
and dental = Monitor vitals y p 
POSTOPERATIVE 
Verify angulation clinical Schedule follo C Take radiograph to confirm 
H Hid at angulation Y * appointment(s) with patient tai gat ne restoration 
seating of abutment/cover screw  [] Provide written postoperative (C Provide postoperative 
O dosi aue mouthrinse " ee al : isis naes 2 oe partner 
[] Bone gra all patien 
AP antibiotics evaluate one bor procedure 
Score: 5 --------------- 0 
1. Proper incision design using standard protocol 
Ju 2. Fluent placement of incision without hesitation 
Incision Y 3. Preservation of the keratinized mucosa 


A DO EEEO Da io Dela 
. Minimal damage to the soft tissue 
Enough extension for the visual access 


Vne 


Flap Mgt 


Proper distance from neighboring implant and teeth 
Parallel path with the neighboring teeth 

Stable hand rest during the drilling 

Fluent change and proper selection of drills 
Adaptive drilling based on the bone quality 
Acquisition of primary stability greater than 10 N/cm? 
Installation of fixture within the bony housing 


Drilling 
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GBR 
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. Prope 
. Proper use of mattress suture for primary closure 


Surgeon's square knot 
Suture spacing 3-5 mm 
Minimal tension applied 


o»: 


‘Correctly performed: 5 / Incorrectly performed: 0 Total score: 
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When to Perform Dental Implant Treatment: Training and Supervision 


1. Attending Lecture and Hands-On Course 


e Purpose: Gain foundational knowledge and practical skills. 
e Components: 
o Didactic Sessions: Understanding implant biology, anatomy, surgical techniques, and 
prosthetics. 
o Simulation Training: Practicing on models or simulators to develop technical 
proficiency. 


2. Doing Under Supervision 


e Initial Clinical Experience: 
o Mentorship: Performing procedures under the guidance of experienced 
implantologists. 
o Case Selection: Starting with straightforward cases to build confidence and 
competence. 
e Progressive Responsibility: 
o Complex Cases: Gradually handling more complex implant cases as skills improve. 
o Continuous Feedback: Receiving ongoing feedback and assessment to refine 
techniques. 


Pathway to Independent Practice 


1. Basic Training: 
o Complete comprehensive courses that include both theoretical and practical 
components. 
2. Supervised Practice: 
o Gain hands-on experience under the supervision of qualified mentors. 
o Address various clinical scenarios and complications. 
3. Certification and Continuing Education: 
o Obtain necessary certifications. 
o Engage in continuing education to stay updated with the latest advancements and 
techniques in implant dentistry. 
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3. Dental Implant Imaging Modalities 
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Implant placed at or above the 
dashed line connecting the 
root apices of adjacent teeth 
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IAN unable to be detected 


FIG 6-6 The black dashed line is an imaginary line connecting Mental nerve 
the 2 apices of the teeth on each side of the edentulous area 

that will receive an implant. Placing an implant here is safe as 

long as it will not go deeper than the black line. The red line 

demonstrating an imaginary ¡AN track that would be interrupted 

by the implant is impossible. 
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Key Points for Implant Placement Without CBCT 
Thorough Clinical Examination: 
Perform a detailed intraoral and extraoral examination. 


Assess soft tissues, bone quality, and quantity through palpation and visual inspection. 
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Medical and Dental History: 

Review patient's medical history, including systemic conditions that may affect healing. 
Evaluate previous dental treatments and current oral health status. 

Radiographic Assessment: 

Utilize panoramic and periapical radiographs to evaluate bone height and anatomy. 
Interpret radiographs carefully to identify anatomical landmarks and potential complications. 
Study Models and Diagnostic Wax-Up: 

Create and analyze study models to understand occlusal relationships and spacing. 

Use diagnostic wax-up to plan the prosthetic outcome and guide surgical procedures. 

Bone Mapping Techniques: 

Use bone mapping to assess bone dimensions at the implant site. 

Perform bone sounding under local anesthesia to determine bone thickness. 

Surgical Guides: 

Consider using a surgical guide for precise implant placement. 

Fabricate guides based on clinical examination, radiographs, and study models. 

Implant Site Preparation: 

Ensure adequate irrigation during drilling to prevent bone overheating. 

Use sequential drilling to prepare the osteotomy site gradually. 

Anatomical Considerations: 

Be aware of critical structures such as the inferior alveolar nerve, maxillary sinus, and nasal cavity. 
Avoid implant placement near these structures to prevent complications. 

Communication with Patients: 

Discuss the limitations and potential risks of not using CBCT with patients. 

Obtain informed consent, emphasizing the importance of alternative imaging if necessary. 
Postoperative Care and Follow-Up: 

Provide detailed postoperative instructions to ensure proper healing. 

Schedule regular follow-ups to monitor implant integration and address any issues promptly. 


These key points aim to ensure safe and effective implant placement even without the use of CBCT. 
However, where possible, CBCT is recommended for its detailed and accurate assessment 
capabilities. 


Figure. Measurements performed at all the marked points and the transferred to the cast for 
measuring (buccal-lingual) ridge width. 


Anterior Loop Length 


Anterior most point 
of mental foramen 
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Key Points Obtained from CBCT for Dental Implant Placement 

Detailed Bone Assessment: 

Evaluate bone volume, density, and quality in three dimensions. 

Identify the precise location and thickness of cortical and cancellous bone. 
Anatomical Accuracy: 


Accurately locate critical anatomical structures such as the inferior alveolar nerve, maxillary sinus, 
nasal cavity, and mental foramen. 


Measure distances to these structures to avoid complications. 


Pathology Detection: Identify and assess any pathology such as cysts, tumors, or infections that might 
affect implant placement. 


Assessment of Ridge Topography: 

Analyze the contour and shape of the alveolar ridge to plan for optimal implant positioning. 
Sinus Evaluation: 

Examine the maxillary sinuses for sinus membrane health and thickness. 

Assess the need for sinus lift procedures. 

Cross-Sectional Views: 

Obtain cross-sectional images to visualize the buccolingual width of the bone. 
Determine the angulation and alignment of the implant relative to the occlusal plane. 
Proximity to Adjacent Teeth: 

Evaluate the spatial relationship between the implant site and adjacent teeth. 

Ensure sufficient space is maintained to avoid damaging neighboring roots. 

Surgical Guide Fabrication: 

Use CBCT data to design and fabricate precise surgical guides. 

Enhance the accuracy of implant placement and minimize deviations. 


Treatment Planning: Facilitate comprehensive treatment planning by integrating CBCT data with 
digital impressions and prosthetic designs. 


Improve communication with patients by visually explaining the planned procedure. 
Postoperative Evaluation: 

Monitor the integration and stability of the implant post-surgery. 

Detect any early signs of complications or failures. 


These points highlight the significant advantages of using CBCT in dental implantology, providing 
comprehensive and precise information for optimal treatment outcomes. 
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Implant site assessment by 
dental CT 


Axial image assessment 


* Observe for any obvious jaw pathology 
e Assess the condition of maxillary sinus 


Panoramic image assessment 


* Observe the site of implant placement 

observe for any obvious bone pathology 
e Observe the condition of maxillary sinus 
e Determine the number of implants to be 
inserted 


Paraxial image assessment 


e Determine the width at implant site 
* Determine the height at implant site 


* Determine the bone density at timplant site 

* Check for presence or absence of any 
bony concavities 

e Ascertain relation with vital structures 


. The location of important structures 


A. Mandibular canal 

B. Anterior loop and extension of the mandibular canal 

C. Mental foramen 

D. Maxillary sinus (floor, septums, walls, pathologic features) 
E. Nasal cavity 

F. Incisive foramen 

Bone height 


. Root proximity and angulation of existing teeth 
. Evaluation of cortical bone 


Bone density and trabeculation 


. Pathologic features (eg, abscess, cyst, tumor) 
. Existence of anatomic variants (eg, incomplete healing of extraction site, impacted teeth) 
. Cross-sectional topography and angulation (best determined using CT and CBCT) 
. Sinus health (best evaluated using CT and CBCT) 

. Skeletal occlusal classification (best evaluated using lateral cephalometric images) 


The critical measurements specific to implant placement include the following: 


. At least 1 mm inferior to the floor of the maxillary and nasal sinuses 
. Incisive canal (maxillary midline implant placement) to be avoided 
Five millimeters anterior to the mental foramen 

Two millimeters superior to the mandibular canal 

Three millimeters from adjacent implants 

. One and one half millimeters from the roots of the adjacent teeth 


ON 
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1. Sagittal Incisive 
canal 
2: Sagittal Floor of 
nasal fossa 


[sino | Sen | tanama | 
Mandibular canal 


2 Cross Mandibular canal 
sectional 

3 Cross Mental foramen 
sectional 


1. Cross sectional Mental 
foramen 
2. Cross sectional Inferior 
alveloar 

canal 
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T sagittal Septa in 
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sinus 


Panaromic Anterior loop 
Panaromic Incisive canal 


1. Sagittal Lingual vascular 
canal 
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Te axial Mental 
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1. coronal Mucosal 
thickening 
in maxillary 

sinus 
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Coronal Greater palatine 
canal 
2: Axial Greater palatine 
foramina 


DENSITY 
D1 21250 HU Dense cortical bone 


850-1250 HU Thick dense to porous cortical bone 
on crest and coarse trabecular bone 
within 


D3 350-850 HU Thin porous cortical bone on crest 
and fine trabecular bone within 


D4 150-350 HU Fine trabecular bone 


D <150 HU Immature, non-mineralized bone 


Figure 3: Bone density classification by Misch"! 
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Figure 1 - This is a figure depicting the CBCT scan images showing the various aspects of mental nerve (MN) and its related 
anatomical structures investigated in the study: (A) Volume rendering image of CBCT is shown with a arrow (black) pointing towards 
the most common location of the mental foramen (MF) — apex of the 2nd premolar; (B) panoramic reformatted image of CBCT 
showing the emergence pattern of MN while taking exit from MF — Type | (C) Type II (D) the most common pattern seen in the study 
— Type Ill (anterior loop). 


Figure 1. Posterior superior alveolar artery shown in CBCT. 
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Figure 2. Nasal septum on the sinus floor. 


Figure 3. Primary ostium (asterisk) in both maxillary sinuses and accessory ostium 
(arrow) in the left maxillary sinus. 


Figure 4. Sinus membrane thickening (solid arrow) in the left maxillary sinus associated 
with a periapical lesion (dotted arrow). 
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Figure 5. Mucous retention cyst in the left maxillary sinus. 


Figure 6. Antrolith found on the sinus floor of the right maxillary sinus. 


Age greater than 35 and male sex are associated 
with higher frequency of maxillary sinus septa 


Cross-sectional study Septa were present in Characteristics of septa 


of maxillary sinus septa 232 (46%) patients, 


at a Saudi dental school 370 (37%) sinuses Partial 


Complete 


58.5% of men, 34% of women : : : 
Mediolateral Anterioposterior 


> 60% of people > 35 years of age 


Primary Secondary 


Positions of septa 


Anterior 
Cone beam computed tomography posterior 
scans of y 
1010 maxillary sinuses vidae 0 20 40 60 80 100 
from 505 patients Percent 


M. S. Al-Zahrani, et al., Prevalence and morphological variations of maxillary sinus septa in different age groups: a CBCT analysis. Ann. 


Saudi Med. 2020; 40(3): 200-206 DOI: 10.5144/0256-4947.2020.200. 
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5x5 


8x15 a 13x15 - 


Table 5.2: Height available at implant sites and proposed 


treatment plan 
Groups Height available Treatment available 
at the implant site 
(mm) 
SA1 >12 mm Conventional implant 
procedure 
SA2 10-12 mm Sinus lift, division A root form 
SA3 5-10 mm Lateral wall approach sinus 
graft and delayed division A 
root form 
Averape SA4 <5 mm Lateral wall approach sinus 
graft and delayed division A 
SA 1 SA3 root form 


Fig. 5.5 Radiographic appearance of SA 1 and SA 3 on dental CT 


2 
E 


D3:350-850HU | 
D4: 150-350 HU 


Fig. 6.11 Bone density based on HU values given by Misch 


H: 1.38 cm 


w: 0.33 cm 


D1: > 1250 HU: D2: 850-1250 HU: D3: 350-850 HU: D4: 150-350 Fig. 6.12 Density measurement on dental CT software at a distance 


HU: D5: «150 HU of 7 mm as advised by misch 
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Class il: Multiple basal 
perpendicular septa 


Class |: Single basal 
perpendicular septum 


Class IV: Multiple partial 


Class III: Single partial 
perpendicular septa 


perpendicular septum 


Class V: Partial horizontal septum 


Class VI: Complete septation of 
the maxilliary sinus 
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FIGURE V-1. The most-anterior extent of the bony mental foramen (F) is frequently located posterior to the 
most-anterior extent of the mental nerve before it exits from the bone (N). The most posterior aspect of the implant 
(1) should be placed a minimum of 2 mm from the nerve. Thus, the implant must be placed 5 mm anterior to the 
most-anterior aspectof the bony mental foramen. Radiographic images are used to show mental nerve path and 
foramen. 


S 


FIGURE V-2. The apical end of posterior mandibular implants should be a minimum of 2 mm from the superior 
aspect of the inferior alveolar canal. * 


FIGURE V-3. The mylohyoid muscle tends to maintain the bone along its attachment to the mandible. Frequently, 
a significant narrowing of the mandible (undercut) is found below the mylohyoid ridge. If the implant length, po- 
sition, and angulation do not compensate for this anatomic feature, the implant will perforate the lingual cortical 
plate. A, Bone height when viewed on a lateral radiograph. B, Actual height of available bone in the area desired 
for implant placement. ' 
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4. Assessment of Bone Quantity and Quality 


C Q o.» co c C X C C € AS Oo 9 ; 
2903[g60008 3268150062 oop99o5ooo (8503320205 agos[gboocopSeusongngsagz03 quality and 
fo) L L L J Sl ? fo) te) L $ o L » tt I 


. c € j € [e] c c c C SS 
quantity odeca: qo QOoll 32656025C:9$6$qc 9993 $0» 
c 


o 


(g$olo»o5u dlsa{gé 3282 See c9 bone augmentation MOn Sie VIcoma 32Cc002002002 
o SESS ii Lo 8 L S “alr 8 3 [e] it 
I 


c o co 9 C o I ¢ O OO ,.. JUR cfe 
2903[g60008 CO 309 800 ODOOIl 32656022 C:le 60220 C500 VY clinical examination co6(G:eg005 
oc c Q c c oc c e Cc cC c 
CBCT 900 (55099) VAPI (g$olo»o5u CBCT §.05[a3 9900028: 03093|02000:60602 MÍO) 
l 3 1 1 l $ Ó $ aT 
D098 $0200 SQ flap com vso $e 32Q:00 codacanndsauc MONA $ GOIQE6CO 
o” Í zw ep U y? te [71 el 8 È «Il PH ° 


QoloooÓi CBCT eo bone density 036: [0393033231 bone density gpz0008 [gbeseveus com05026: 


9, 


2-08 drill à §[ej 080503 s) O, Oo. S (03 Sol € 
3281.07 ri $, SONO) p200M02329 32800 eqpeso»»«|scopos [00 ODO! 


Importance of bone density 


Primary Stability: Higher bone density (D1, D2) generally offers better initial stability for implants. 


Osseointegration: Adequate bone density is critical for successful osseointegration, where the implant 
fuses with the bone. 


Surgical Technique: Bone density influences the choice of drilling protocols, implant type, and 
potential need for bone augmentation procedures. 


Understanding bone density is essential for predicting the success of dental implants and planning 
appropriate treatment strategies. 


Bone Density Classification (Mish, Judy.1987) 
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Bone density is crucial in implant dentistry as it influences the stability and success of dental implants. 
It is typically classified into four types, often referred to as the Lekholm and Zarb classification: 


D1 (Type 1) 


Description: Dense cortical bone. 
Location: Often found in the anterior mandible. 
Characteristics: Very hard and dense, less vascular. 


Implant Consideration: Excellent primary stability but requires careful preparation to avoid 
overheating the bone during drilling. 


D2 (Type 2) 


Description: Thick cortical bone surrounding a core of dense trabecular bone. 
Location: Typically found in the anterior maxilla and posterior mandible. 
Characteristics: Good primary stability and vascularity. 


Implant Consideration: Ideal for implant placement, balancing density and vascularity. 
D3 (Type 3) 

Description: Thin cortical bone with dense trabecular bone. 

Location: Common in the posterior maxilla and anterior mandible. 


Characteristics: Less dense than D2, moderate vascularity. 


Implant Consideration: Requires careful surgical technique to ensure stability. 
D4 (Type 4) 


Description: Thin cortical bone with low-density trabecular bone. 
Location: Often found in the posterior maxilla. 
Characteristics: Least dense, high vascularity. 


Implant Consideration: Challenging for implants, may require additional techniques like bone grafting 
or longer healing times to achieve stability. 


Figure 6.3 (a, b) Clinical examination shows a thin edentulous alveolar ridge with horizontal and vertical bone resorption. (c) The 
clinical conditions are confirmed by tomography 
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Table 5.1 Dental radiology classification: Hounsfield units 


DI HU 1250 and above 
D2 HU 850 

D3 HU 350-850 

D4 HU 150-350 


PY ae 
qe 


Reihaneh G Mauer DMD, MS 
Figure. Depicted bone density classification of jaw sites for different bone density typ 


Edentulous ridge deficiency classification by Dr. Wang 


Small: <3 mm 
Medium: 4-6 mm 
Large: >7 mm 


Small: <3 mm 
Medium: 4-6 mm 
Large: >7 mm 


1-Ridge, expansion 
2-Inlay/onlay 
3-GBR 


Small: < 3mm 
Medium: 4-6 mm 
Large: >7 mm 


1-GBR 
2-Inlay/Onlay 
3-D.O 


es 


Multiple 
procedures 
1-GBR 
2-Ridge expansion 
3-Inlay/Onlay 


Extra oral grafts: 
multiple procedures 


Figure. Hom-Lay Wang classification and recommended treatment options. D.O distraction 


osteogenesis, GBR guided bone regeneration 
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5. Case Selection for Implant Treatment 
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Absolute Contraindications 


Uncontrolled Diabetes Mellitus: Poor glycemic control can impair healing and increase the risk of 
infection and implant failure. 


Severe Immunocompromised States: Conditions such as advanced HIV/AIDS or patients undergoing 
immunosuppressive therapy (e.g., organ transplant recipients, certain cancer treatments) increase the 
risk of infections and poor healing. 


Active Cancer: Patients currently undergoing treatment for cancer (chemotherapy or radiation 
therapy) are at higher risk of complications and implant failure. 


Severe Psychiatric Disorders: Conditions that impair the ability to understand and consent to the 
procedure, or that significantly affect the ability to comply with post-operative care and maintenance. 


Substance Abuse: Chronic alcoholism or drug abuse can interfere with post-operative care and 
healing. 


Osteoradionecrosis: Patients with a history of radiation therapy to the jawbone have a significantly 
increased risk of osteoradionecrosis, which compromises bone healing and implant integration. 


Severe Blood Dyscrasias: Conditions like severe anemia, leukopenia, or thrombocytopenia can impair 
healing and increase the risk of post-surgical bleeding and infection. 


Acute or Active Infections: Active oral infections, such as untreated periodontitis or osteomyelitis, 
need to be resolved before considering implant placement. 


Certain Bone Diseases: Conditions like severe osteoporosis or Paget's disease of bone, which 
significantly impair bone quality and healing capacity. 


Uncontrolled Systemic Diseases: Conditions such as severe cardiovascular diseases, severe 
respiratory diseases, or uncontrolled hypertension that pose a high surgical risk. 


Smoking — 

* Occurrence and severity of the periodontal disease 

* Wound healing 

* Increased incidence of peri-implantitis 

* Protocol suggested by Bain — 

* Patient should cease smoking for a minimum of l week prior to and 
atleast 8weeks after implant surgery 
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Mouth opening 


* Lip line 


* 


Periodontal evaluation — 
Pocket depth 
Plaque and gingival index 


Dentition - 


Jaw relation — 


Severe forms of CI-II and CI-III require orthodontic 
treatment and orthognathic surgery 


Occlusion 


Evaluate present occlusion for interference, Occlusal wear, 
prematurities,associated muscle tenderness and limited range of 
mandibular movements 


Soft tissue examination 
The soft tissue specially should be examined for 
Unfavorable frenum and muscle attachments 
Presence of any lesions 
Keratinized tissue 


—— DENN 


The lip positions are evaluated including resting lip line, maxillary high 
lip line and mandibular low lip line. The resting lip line is especially 
noted if maxillary anterior teeth are to be replaced. 
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* Crown height space 


* Measured from the crest of the bone to the plane of occlusion 
* Vertical cantilever 
* Minimum crown height required for a fixed restoration is 8mm 


* Parafunctional habits — 


* Have been identified as concerns in implant treatment planning due to 
the increased pressure on the implants, resulting in possible metal 
fatigue and fracture 


* Bruxism 
* Clenching 


* Tongue thrusting 

Key Components of Medical Evaluation 

Comprehensive Medical History 

Systemic Diseases: Assess for diabetes, cardiovascular disease, osteoporosis, etc. 

Past Surgeries: Document previous surgeries, particularly those involving the oral cavity and jaw. 
Medications: Record all medications, including over-the-counter drugs and supplements. 


Allergies: Identify any known allergies, especially to anesthesia or medications used in dental 
procedures. 


Substance Use: Document smoking, alcohol consumption, and drug use. 
Physical Examination 


Oral Examination: Evaluate the condition of the oral cavity, including soft tissues, existing teeth, and 
bone structure. 


Vital Signs: Check blood pressure, heart rate, and other vital signs to ensure overall health stability. 
Diagnostic Imaging 

X-rays: Panoramic or periapical X-rays to assess bone quality and quantity. 

CT Scans: Provide detailed 3D images of the jawbone structure, aiding in precise implant placement 
planning. 

Laboratory Tests 


Blood Tests: Evaluate blood sugar levels, complete blood count, coagulation profile, and other 
relevant parameters. 


Specific Tests: Additional tests based on the patient's medical history (e.g., thyroid function tests, liver 
function tests). 


Risk Assessment 


Bone Density: Assess bone density to determine the feasibility of implant placement. 


Healing Capacity: Evaluate factors that may affect healing, such as immune status and nutritional 
deficiencies. 


Behavioral Assessment: Consider patient compliance with post-operative care and maintenance. 
Consultation with Specialists 


Medical Specialists: Collaborate with the patient’s healthcare providers (e.g., endocrinologists, 
cardiologists) for managing underlying medical conditions. 


Oral Surgeons: Consult with oral surgeons for complex cases requiring advanced surgical intervention. 
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6. Important Points in Implant Dentistry 
1. Osseointegration 


Concept: Direct structural and functional connection between living bone and the surface of a load- 
bearing artificial implant. 


Key Figure: Per-Ingvar Branemark. 
Importance: Foundation of modern dental implants, ensuring stability and long-term success. 


Figure 4. Stages of osseointegration around dental implants. Reprinted from Ref. [40]. 


Osseointegration 
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2. Biomechanics 
Concept: Study of forces and their effects on living tissues. 


Application: Design and placement of implants to optimize load distribution and minimize stress on 
bone and prosthetic components. 


Importance: Prevents implant failure and ensures longevity. 
3. Bone Remodeling 
Concept: The continuous process where bone is resorbed and formed. 


Relevance: Implants must encourage favorable bone remodeling to maintain bone density and 
support. 


4. Biological Width 


Concept: The natural distance maintained by the body between the implant and the alveolar bone. 


Importance: Ensures healthy gum tissue around the implant and prevents infection. 


Biological space 


Biological distance 


Junctional Epithelium 0.97 mm 


Connective Insertion 1.07 mm 


5. Platform Switching 
Concept: Using an implant with a smaller abutment diameter than the implant itself. 


Benefits: Reduces bone resorption and preserves peri-implant bone levels. 
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6. Soft Tissue Integration 

Concept: Integration of the soft tissues with the implant surface. 

Importance: Critical for preventing peri-implantitis and ensuring aesthetic outcomes. 

7. Microgap Theory 

Concept: Small gaps at the implant-abutment interface can harbor bacteria. 

Solution: Precise manufacturing and fitting to minimize microgaps and reduce infection risk. 
8. Immediate Loading 

Concept: Placing a functional load on an implant immediately after placement. 

Advantage: Reduces treatment time and improves patient satisfaction. 

Consideration: Requires careful patient selection and implant stability. 


9. Bone Density and Quality 
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Concept: Variability in bone density affects implant success. 

Assessment: Pre-surgical evaluation of bone density to tailor implant choice and placement technique. 
10. Host Response 

Concept: The body's immune response to the implant material. 

Objective: Use biocompatible materials to reduce adverse reactions and enhance osseointegration. 
11. Peri-Implantitis 

Concept: Inflammatory process affecting the soft and hard tissues around an implant. 

Importance: Early diagnosis and management are crucial to prevent implant loss. 

12. Stress-Shielding 

Concept: Reduction in bone density due to a decrease in normal stress on the bone from the implant. 
Relevance: Design of implants must consider mechanical compatibility to avoid bone resorption. 

13. Biological Load-Bearing Capacity 


Concept: The maximum load that can be applied to an implant without causing damage to the 
surrounding bone. 


Application: Guides the placement and number of implants to ensure long-term success. 
14. Surface Modification 

Concept: Altering the implant surface to enhance osseointegration. 

Techniques: Sandblasting, acid etching, and plasma spraying. 

Benefit: Improves bone-implant contact and stability. 

15. Bone Augmentation 

Concept: Techniques to increase bone volume for implant placement. 

Methods: Bone grafting, guided bone regeneration, and sinus lifting. 

Importance: Provides adequate bone support for implant placement in deficient areas. 
16. Host-Microbe Interactions 

Concept: The relationship between the host immune system and microbial flora around the implant. 
Objective: Maintain a healthy balance to prevent infections and peri-implant diseases. 
17. Digital Implant Dentistry 

Concept: Utilization of digital technologies for planning and placing implants. 

Tools: CBCT scans, digital impressions, and CAD/CAM. 

Advantage: Enhances precision, reduces treatment time, and improves outcomes. 


18. Immediate vs. Delayed Placement 


Concept: Timing of implant placement following tooth extraction. 
Immediate Placement: Implant placed at the time of extraction. 
Delayed Placement: Implant placed after a healing period. 


Consideration: Based on clinical conditions, immediate placement can reduce overall treatment time 
and preserve bone structure. 


19. All-on-Four Concept 

Concept: Use of four strategically placed implants to support a full arch prosthesis. 
Benefit: Minimizes the need for bone grafting, reduces surgery time, and lowers costs. 
20. Laser-Assisted Implantology 

Concept: Use of laser technology in implant surgery. 

Advantages: Enhanced precision, reduced bleeding, and faster healing times. 


These additional theories further enrich the foundation of implant dentistry, contributing to the 
evolution and refinement of implant protocols and technologies. 


Additional Clinically Important Theories in Implant Dentistry (Continued) 
21. Cortical and Cancellous Bone Dynamics 


Concept: Understanding the differences in behavior between cortical (dense) and cancellous (spongy) 
bone. 


Importance: Influences implant stability and osseointegration based on bone type at the implant site. 
22. Peri-Implant Crestal Bone Loss 

Concept: The gradual loss of bone around the crest of the implant. 

Factors: Micro-movements, infection, and biomechanical overload. 

Prevention: Proper surgical technique, stress management, and regular follow-ups. 

23. Biomechanical Occlusion 

Concept: Distribution of bite forces on the implant-supported prosthesis. 

Application: Designing occlusal surfaces to minimize excessive forces and prevent implant failure. 
24. Tissue Engineering and Regenerative Medicine 

Concept: Using biological substitutes to restore, maintain, or improve tissue function. 
Techniques: Growth factors, stem cells, and scaffolds. 

Relevance: Enhances bone and soft tissue regeneration around implants. 

25. Role of Systemic Health 


Concept: The impact of systemic conditions (e.g., diabetes, osteoporosis) on implant success. 
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Management: Comprehensive health assessment and tailored treatment plans to address systemic 
factors. 


26. Patient-Specific Implants 

Concept: Custom-designed implants to match the patient’s unique anatomy. 
Technology: 3D printing and CAD/CAM. 

Advantage: Improved fit, function, and aesthetics. 

27. Nanotechnology in Implant Surfaces 

Concept: Using nanostructures to modify implant surfaces at a molecular level. 
Benefit: Enhances cellular response, osseointegration, and antibacterial properties. 
28. Piezoelectric Surgery 

Concept: Use of piezoelectric devices for precise and minimally invasive bone cutting. 
Advantages: Reduced trauma, improved healing, and better preservation of soft tissues. 
29. Immune Modulation 

Concept: Modulating the immune response to enhance implant acceptance. 
Methods: Anti-inflammatory treatments and immune-modulatory agents. 

Objective: Reduce rejection and improve osseointegration. 

30. Photobiomodulation Therapy 

Concept: Use of low-level lasers or light therapy to promote healing. 

Application: Enhances soft tissue healing and reduces inflammation around implants. 
31. Peri-Implant Mucosa Health 

Concept: Maintenance of healthy mucosal tissues around implants. 

Importance: Critical for preventing peri-implantitis and ensuring long-term success. 
32. Pharmacological Interventions 

Concept: Use of medications to enhance bone formation and prevent infections. 
Examples: Bisphosphonates, antibiotics, and anti-inflammatory drugs. 


Relevance: Supports implant integration and longevity. 
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7.Loading Protocols in Implant Dentistry 
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Loading Protocols 

1. Immediate Loading 

Concept: Placing a functional prosthesis on the implant within 48 hours of surgery. 

Advantages: Reduces overall treatment time, immediate esthetics, and function. 
Considerations: Requires primary stability and adequate bone quality. 

2. Early Loading 

Concept: Placing a prosthesis on the implant between 1 week and 2 months post-surgery. 
Advantages: Balances the need for healing with the desire for quicker function. 

Considerations: Suitable for cases with good initial stability and favorable healing conditions. 

3. Conventional (Delayed) Loading 

Concept: Placing a prosthesis on the implant after a healing period of 3 to 6 months. 
Advantages: Ensures complete osseointegration before functional loading. 

Considerations: Traditional approach, especially in cases with compromised bone quality or grafting. 
4. Progressive Loading 

Concept: Gradual increase in functional load on the implant over time. 

Advantages: Allows gradual adaptation of bone and soft tissues, reducing the risk of overload. 
Considerations: Useful in cases with poor bone quality or when using narrow-diameter implants. 
5. Immediate Provisionalization 


Concept: Placing a non-functional provisional prosthesis immediately after implant placement. 


56 


57 


Advantages: Enhances esthetics and soft tissue management without functional loading. 
Considerations: Requires careful occlusal management to avoid premature loading. 

6. Delayed Provisionalization 

Concept: Placing a non-functional provisional prosthesis after a period of initial healing. 
Advantages: Allows for soft tissue healing before provisional restoration. 
Considerations: Suitable for esthetic cases requiring careful tissue management. 

7. Staged Loading 


Concept: Utilizing multiple stages for loading implants, often starting with provisional restorations 
before final prosthetics. 


Advantages: Provides flexibility in treatment planning, allows for adjustments based on initial healing 
response. 


Considerations: May extend overall treatment time but can improve long-term outcomes. 

Key Factors Influencing Loading Protocols 

Bone Quality and Quantity: Denser, more abundant bone supports earlier loading. 

Primary Stability: Higher initial stability favors immediate and early loading. 

Implant Design and Surface: Certain designs and surface treatments enhance osseointegration speed. 


Patient Health and Compliance: Overall health, smoking status, and adherence to postoperative care 
impact loading decisions. 


Surgical Technique: Techniques that enhance primary stability can support earlier loading. 


These loading protocols are selected based on individual patient conditions and treatment goals, 
aiming to optimize implant success and patient satisfaction. 


Immediate Implant Loading 


Biological Factors Patient Selection Mechanical Factors 


8. Cement Retention or Screw Retention 
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Cement Retention 


Aesthetics: Superior aesthetics due to the absence of a screw access hole, providing a more natural 
appearance. 


Flexibility: Can be used when the implant is not ideally positioned, allowing for correction of 
angulation. 


Passive Fit: Easier to achieve a passive fit which can reduce the risk of mechanical complications. 
Occlusal Load: Evenly distributes occlusal load, reducing the risk of screw loosening. 


Complications: Risk of cement remnants causing peri-implantitis; meticulous removal of excess 
cement is crucial. 


Retrievability: Difficult to retrieve for maintenance or repair, requiring the crown to be cut off. 
Screw Retention 

Retrievability: Easy to retrieve for maintenance, repair, or adjustments without damaging the crown. 
Complications: Eliminates the risk of cement-related peri-implantitis. 


Aesthetics: Potentially compromised aesthetics due to the screw access hole, which can be visible, 
especially in anterior teeth. 


Fit: Achieving a passive fit can be more challenging, increasing the risk of mechanical complications 
like screw loosening or fracture. 


Occlusal Load: Concentrates occlusal forces on the screw, which can lead to loosening or fracture. 
Angulation: Limited angulation correction, requiring precise implant placement. 
Clinical Considerations 


Patient's Aesthetic Demands: Choose cement retention for high aesthetic requirements, especially in 
the anterior region. 


Maintenance and Repair: Opt for screw retention for easier maintenance and future adjustments. 
Implant Position: Consider cement retention for non-ideal implant positions to correct angulation. 


Risk of Peri-implantitis: Use screw retention to eliminate the risk of cement remnants causing 
inflammation. 
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Occlusal Considerations: Evaluate the distribution of occlusal forces and the risk of mechanical 
complications for each retention method. 
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Feature Screw-Retained Crowns Cement-Retained Crowns 
Indications - Limited interocclusal space - Adequate interocclusal space 
- Retrievability is needed - Improved esthetics 
- Cases with high aesthetic - Situations where angulation of 
demands implant is challenging for screw 
access 
Contraindications | - Limited aesthetic requirements | - Difficult access for cement 
- Angulation issues affecting removal 
screw access - Peri-implantitis risk due to 
- Esthetic zones with thin residual cement 
gingiva - Inaccessible areas for retrieval 
Advantages - Easy retrieval for maintenance | - Superior esthetics due to lack of 
and repair screw access hole 
- No risk of cement-induced - Easier to achieve passive fit 
peri-implantitis - Flexibility in implant 
- Predictable retention positioning 
Disadvantages - Screw access hole can - Risk of residual cement causing 


compromise esthetics 
- Potential for screw loosening 
- Complex fabrication process 


peri-implantitis 

- Difficult retrieval for 
maintenance 

- Requires precise cementation 
technique 
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Bone Level Type 
Implant requires 
soft tissue 
conditioning and 
individualisation 
of emergence 
profile 
$ 


SCREW retained provisional 


] 


Soft tissue level 
implant 


Implant prosthetic ^ Implant prosthetic 
ideal position malposition 


+ v 


*Crown margin is *Crown margin is *Crown margin is 
recommended « 2 mm recommended « 2mm recommended « 2 mm 
submucosal submucosal submucasal 


Fig. 1. Decision tree illustrating the pathway of decisions in respect of the indication of screw vs. cementation in 
fixed prosthodontics supporting implants. 


Table 26.1 A comparison between cement- and screw-retained resorations. 


Comparison Cement Screw 


Retrievability ? == 
Aesthetics 

Passive casting 

Hygiene (emergence profile in anterior) 
Reduced occlusal material fracture 

Decreased fatigue/fracture of components 
Limited inter-arch space: low profile retention 


+ + + + + 


No cement in sulcus 
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9. Implant Therapy in the Esthetic Zone 
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Factors Affecting Aesthetic Outcome 


Implant Positioning 


Bucco-lingual Position: Avoid placing implants too buccally to prevent soft tissue recession and 
exposure of the implant. 


Apico-coronal Position: Position the implant at an appropriate depth to ensure optimal emergence 
profile and soft tissue support. 


Mesio-distal Position: Maintain adequate spacing between implants and adjacent teeth to preserve 
the papilla. 
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Bone Quality and Volume 


Sufficient Bone Volume: Adequate bone height and width are crucial for stable implant placement and 
support of the surrounding soft tissues. 


Bone Grafting: Perform bone grafting if necessary to augment deficient areas and ensure proper 
implant positioning. 


Soft Tissue Management 


Gingival Biotype: Thick, keratinized gingiva is more favorable for aesthetic outcomes compared to thin 
biotype which is prone to recession. 


Soft Tissue Grafting: Use connective tissue grafts to enhance the volume and contour of the soft tissue 
around the implant site. 


Provisionalization 


Temporary Crowns: Use provisional crowns to shape and maintain the gingival architecture during the 
healing period. 


Immediate Temporization: Place temporary restorations immediately after implant placement to 
guide soft tissue healing. 


Abutment and Crown Design 
Custom Abutments: Use custom abutments to achieve optimal gingival contours and support. 


Material Selection: Choose high-quality materials like zirconia for abutments and crowns to ensure 
natural translucency and color. 


Crown Emergence Profile: Design the crown with an appropriate emergence profile to support the 
gingival margin and papillae. 


Occlusal Considerations 


Balanced Occlusion: Ensure proper occlusal contacts to avoid overloading the implant and surrounding 
structures. 


Functional Harmony: Achieve functional integration with the patient’s natural occlusion to prevent 
mechanical complications. 


Patient Factors 


Oral Hygiene: Emphasize the importance of meticulous oral hygiene to prevent peri-implant diseases 
and maintain aesthetic outcomes. 


Smoking: Address smoking habits, as smoking can negatively impact healing and the overall aesthetic 
result. 


Surgical Technique 


Minimally Invasive Procedures: Use minimally invasive surgical techniques to preserve soft tissue and 
bone. 


Flap Design: Design surgical flaps to minimize trauma and promote optimal soft tissue healing. 


Restorative Technique 
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Shade Matching: Precisely match the shade of the crown with adjacent teeth for a seamless 
appearance. 


Surface Texture: Mimic the natural tooth anatomy and surface texture in the final restoration. 
Patient Expectations 


Realistic Goals: Set realistic expectations regarding the aesthetic outcomes and discuss any limitations 
with the patient. 


Patient Involvement: Involve the patient in decisions about the shade, shape, and appearance of the 
restoration. 


Implants in the anterior maxilla: aesthetic challenges 


(Ia) Need for significant 


soft tissue contour 
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(I) Adequate alveolar bone width . 
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assessment of placement) P. gery 
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following implant placement) envelope” flap during 
Need for minor Need for significant 2nd stage surgery 
horizontal horizontal 


augmentation augmentation 


(IIa) Implant placement (IIb) Ridge augmentation 
with re uie with GBR or block graft 
guided bone RR 
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FIGURE 1: Implants in the anterior maxilla: a clinical decision-tree for overcoming aesthetic challenges. 
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10. Multidisciplinary Approaches or Teamwork 
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qQeos6olo»oói Each specialist brings their unique expertise to ensure a comprehensive and 


successful implant outcome. A multidisciplinary approach in implant therapy leverages the specialized 
skills of various dental professionals to achieve superior patient care and successful implant outcomes. 


Oral and Maxillofacial Surgeon (OMFS) 

Focus: Surgical aspects, bone quality and quantity, anatomical structures. 

Considerations 

Bone Grafting: Need for bone augmentation or sinus lift. 

Surgical Site: Ensuring proper healing and minimal complications. 

Complexity: Handling complex cases involving significant bone loss or anatomical challenges. 
Prosthodontist 


Focus: Restoration, aesthetics, function. 
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Considerations 

Prosthetic Design: Ensuring optimal design for aesthetics and functionality. 
Occlusion: Proper bite alignment and overall oral function. 

Material Choice: Selecting appropriate materials for durability and appearance. 
Periodontist 

Focus: Soft tissue and periodontal health. 

Considerations 

Gum Health: Ensuring healthy gingiva around the implant. 

Periodontal Disease: Managing and preventing peri-implantitis. 


Soft Tissue Management: Achieving proper soft tissue contours and integration. 
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Multidisciplinary Approaches or Teamwork 

Importance 

Comprehensive Care: Ensures all aspects of the patient's oral health are addressed. 
Optimal Outcomes: Combines expertise for the best functional and aesthetic results. 
Key Components 

Collaboration: 

OMFS: Focus on surgical placement and bone management. 

Prosthodontist: Design and placement of the prosthetic component. 

Periodontist: Management of gum health and integration. 

Communication 

Regular case discussions and planning meetings. 

Shared treatment plans and patient updates. 

Integrated Treatment Planning 

Combining surgical, prosthetic, and periodontal perspectives from the outset. 
Coordinated sequencing of procedures for efficient and effective treatment. 


Benefits 
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Improved Patient Outcomes: Enhanced functionality, aesthetics, and longevity of implants. 
Patient Satisfaction: Comprehensive care leading to higher patient satisfaction. 


Reduced Complications: Anticipation and management of potential issues through combined 
expertise. 


Figure 15.1 The basic team 
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Figure 15.2 The extended team 
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11. Dental Implant Surface 
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Surface Modification 
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Dental Implant Surfaces 


Surface Types 

Machined (Smooth): Historically common, less surface area for bone integration. 
Roughened: Enhances osseointegration by increasing surface area. 

SLA (Sandblasted, Large-grit, Acid-etched): Rough texture to promote bone growth. 
Plasma-Sprayed: Coated with titanium or hydroxyapatite to increase roughness. 
Anodized: Increased oxide layer, enhancing surface roughness and bioactivity. 
Laser-Modified: Micro and nano-structured surfaces for improved integration. 
Coatings 

Hydroxyapatite (HA): Mimics bone mineral, enhancing osseointegration. 


Calcium Phosphate: Biocompatible and osteoconductive, facilitating bone growth. 


Bioactive Glass: Promotes bone formation and integration. 

Surface Treatments 

Acid Etching: Creates micro-pits for bone cell attachment. 

Sandblasting: Roughens the surface to increase bone contact. 

Grit Blasting: Similar to sandblasting, using different materials for roughening. 
Nano-Coatings: Nanostructured coatings to enhance cellular response and osseointegration. 


Biomimetic coatings 
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Figure 1. Overview of the review. 
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Figure 2. Different techniques of dental-implant surface modifications. Reprinted from Ref. [24]. 
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Figure 5. Bacterial interaction with naked implant surface, a bactericidal surface, and a bacteriostatic 


surface. The red x in the second diagram indicates bactericidal killing bacteria. 
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12. Dental Implant Fixture Design 


JA € c fi desi O ,, Q9 Ax 
9: (gd0 meso ixture design 602 32«|[*«[:$)023240» 


[e] 
9 
eq? oSa0083{g GlevSi Implant System 02096 catalogue od (o3 Sac ogo:[g6092 053200? 
at rb | p y DE 8 e em 9 ° 
O o O C C [9] [9] C CO o [e] C [9] C oc € A 
qlo? OOO2C0O0O000$00CO0 (030 RJL MIDA eg: WS320): (y ¿tszaé design 
L L L L L L L1 L L [9] L L 
il 
C C C e x C [9] C [e] oco Sol C 
COOICVUGSEPCsq|SHOIIOII QO) P02 GO20GO2020 CO320O00CO egi op 3229: |ece OOIODOOII 
L L IL s s [9] L L [9] L L 
Different implant designs cater to specific clinical needs, enhancing the success and longevity of dental 


implant therapy through tailored applications based on bone quality, anatomical constraints, and 
prosthetic requirements. 


Different Implant Designs 
1. Tapered Implants 


Shape: Cone-like, narrows towards the tip. 


Uses: Suitable for dense bone and achieving high primary stability, often used in immediate loading 
protocols. 


2. Cylindrical Implants 

Shape: Uniform diameter throughout. 

Uses: Preferred in medium density bone, providing a balanced distribution of forces. 
3. Hybrid Implants 

Shape: Combination of tapered and cylindrical features. 

Uses: Versatile, suitable for varying bone densities and achieving both stability and load distribution. 
4. Narrow-Diameter Implants 

Shape: Smaller diameter. 

Uses: Ideal for narrow ridges and areas with limited bone width. 

5. Wide-Diameter Implants 

Shape: Larger diameter. 

Uses: Used in soft bone or posterior regions to increase stability and surface area. 
6. Short Implants 


Shape: Reduced length. 


Uses: Suitable for areas with limited vertical bone height, such as in sinus lift situations. 
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7. Angled Implants 

Shape: Implant body with an angled abutment connection. 

Uses: Useful for avoiding anatomical structures and providing optimal prosthetic alignment. 
8. Platform-Switching Implants 

Design Feature: Smaller abutment platform compared to the implant diameter. 

Uses: Enhances soft tissue aesthetics and reduces bone resorption. 

9. Surface-Modified Implants 


Surface Treatment: Various techniques (e.g., SLA, TiUnite). 


Uses: Promotes osseointegration, especially beneficial for patients with compromised healing. 
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13. Immediate Implant Placement 
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immediate 9600095 09à$3200Ci conventional loading M eggo Immediate implant 
placement is chosen based on these clinical scenarios to optimize treatment outcomes, ensuring 
functional and aesthetic benefits while minimizing the need for additional surgical interventions. 


Indications 


1. Adequate Bone Quantity and Quality 

o Sufficient bone volume and density for primary stability. 
2. Non-Infected Extraction Sites 

o Absence of active infection or severe periodontal disease. 
3. Single Tooth Extraction 

o Ideal for replacing a single missing tooth with immediate placement. 
4. Healthy Soft Tissue Conditions 

o Intact and healthy gingiva for optimal healing and aesthetics. 
5. Patient's General Health 

o Good systemic health with no contraindications to surgery. 
6. Patient Motivation and Compliance 

o Commitment to postoperative care and maintenance. 


Clinical Scenarios for Immediate Implant Placement 


1. Single Tooth Extraction 


e Example: Immediate replacement of a single anterior tooth after extraction due to trauma 
or decay. 

e Benefit: Preserves aesthetics and bone structure, providing immediate functional and visual 
restoration. 


2. Multiple Adjacent Teeth Extraction 


e Example: Replacement of multiple adjacent teeth in the anterior or posterior region. 
e Benefit: Maintains alveolar bone height and soft tissue contours, reducing the need for 
additional grafting procedures. 


3. Full-Arch Restorations 


e Example: Immediate placement of implants following extraction of remaining teeth in a 
severely compromised dentition. 

e Benefit: Facilitates immediate functional loading and quicker transition to a full-arch 
prosthesis, often used in All-on-4 or All-on-6 techniques. 
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4. Non-Infected Extraction Sites 


e Example: Replacement of teeth extracted due to non-infectious causes such as root 
fractures or non-restorable caries. 

e Benefit: Immediate placement in a clean site reduces treatment time and maintains the 
integrity of the extraction socket. 


5. Patients with Adequate Bone and Soft Tissue 


e Example: Patients with sufficient bone volume and healthy soft tissue conditions, ensuring 
primary stability and favorable healing. 
e Benefit: Enhanced outcomes with reduced risk of complications and better aesthetic results. 


6. Traumatic Tooth Loss 


e Example: Immediate implant placement following accidental tooth avulsion or severe 
trauma. 

e Benefit: Prevents bone resorption and maintains the natural contour of the alveolar ridge, 
offering immediate replacement and restoration. 


7. Aesthetic Zone Requirements 


e Example: Immediate placement in the anterior maxilla to address aesthetic concerns 
promptly. 

e Benefit: Maintains gingival architecture and provides immediate esthetic restoration, 
improving patient satisfaction. 


Absolute Contraindications for Immediate Implant Placement 


1. Active Infection at the Extraction Site 
o Presence of acute or chronic infection that could compromise implant 
osseointegration. 
2. Uncontrolled Systemic Diseases 
o Conditions such as uncontrolled diabetes, severe cardiovascular disease, or 
immunocompromised states. 
3. Osteoporosis or Severe Bone Disorders 
o Conditions that affect bone quality and healing, making primary stability difficult to 
achieve. 
4. Heavy Smoking 
o High levels of smoking can impair healing and increase the risk of implant failure. 
5. Bruxism (Severe Teeth Grinding) 
o Excessive occlusal forces that can compromise implant stability and success. 
6. Insufficient Bone Volume or Quality 
o Lack of adequate bone to achieve primary stability and support the implant. 
7. Patient Non-Compliance 
o Inability or unwillingness to adhere to postoperative care and maintenance 
protocols. 
8. Severe Periodontal Disease 
o Advanced periodontal conditions that could jeopardize the surrounding bone and 
soft tissue health. 


14. Maxillary Sinus Augmentation 
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Classifications of Sub-antral Space 


Class I 
Residual Bone Height: More than 10 mm 


Description: Sufficient bone height is available for implant placement without the need for sinus 
augmentation. 


Treatment Approach: Standard implant placement without sinus lift. 
Class II 
Residual Bone Height: 7-10 mm 


Description: Moderate bone height, allowing for the possibility of direct implant placement or minimal 
sinus augmentation. 


Treatment Approach 

Direct implant placement with shorter implants. 

Crestal approach (internal sinus lift) if minor augmentation is needed. 

Class III 

Residual Bone Height: 4-7 mm 

Description: Insufficient bone height for direct implant placement, requiring sinus augmentation. 
Treatment Approach 

Crestal approach (internal sinus lift) with bone grafting. 


Lateral approach (lateral window technique) may be considered based on the surgeon’s preference 
and specific clinical scenario. 


Class IV 
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Residual Bone Height: Less than 4 mm 


Description: Severely limited bone height, necessitating significant sinus augmentation before implant 
placement. 


Treatment Approach 
Lateral approach (lateral window technique) is typically required. 


Extensive bone grafting to achieve adequate height for future implant placement. 


A c cec 
Technique Selection e aqp: fyé eg: Shé: 


Lateral Approach when: 

Residual bone height is less than 4-5 mm. 

Significant sinus lift height is required. 

Complex sinus anatomy or pathology is present. 

The patient is healthy enough for a more invasive procedure. 
Advanced surgical expertise is available. 

Crestal Approach when: 

Residual bone height is at least 5-6 mm. 

Moderate sinus lift height is sufficient. 

Straightforward sinus anatomy is present. 

The patient prefers a less invasive procedure with potentially quicker recovery. 
Bone quality is relatively good, requiring minimal augmentation. 
Surgeon’s Expertise: 


Choose the approach that aligns with the surgeon’s experience and confidence in performing the 
procedure effectively. 


UTA Surgical classification system for sinus membrane thickness 


Thickness Appearance Characteristics Surgical difficulty Surgical phases 
Thick Light color (white), no transparency Sturdy, elastic, eutrophic Low One surgery 
Medium Dark color (red/blue), slightly transparent Delicate, elastic, normotrophic Medium One surgery 
Thin Colorless, transparent Fragile, inelastic, atrophic High Two surgeries 


Sinus Membrane Perforation and Management 
Small Perforation 
Size: Less than 5 mm. 


Management: 
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Use a collagen membrane or resorbable membrane to cover the perforation. 
Proceed with sinus augmentation carefully to avoid enlarging the perforation. 
Moderate Perforation 

Size: 5-10 mm. 

Management: 

Place a resorbable collagen membrane over the perforation. 

Secure the membrane with sutures or tissue adhesive if necessary. 

Consider using a fibrin sealant to promote healing. 

Proceed cautiously with sinus augmentation. 

Large Perforation 

Size: Greater than 10 mm. 

Management: 

Use a large collagen membrane or a double-layer technique to cover the perforation. 
Secure the membrane with sutures or tissue adhesive. 


Consider delaying the augmentation procedure to allow for membrane healing if the perforation is 
extensive. 


If immediate augmentation is necessary, use careful techniques to prevent further damage. 
Management Techniques 
Collagen Membrane 


A resorbable collagen membrane can be placed over the perforation to protect the sinus lining and 
support healing. 


Secure the membrane with sutures or tissue adhesive for stability. 

Fibrin Sealant 

Apply fibrin sealant to the perforation site to promote clot formation and healing. 
Useful for moderate perforations to enhance membrane repair. 

Double-Layer Technique 


For larger perforations, use a double-layer approach with two collagen membranes to provide extra 
support and coverage. 


Ensure the membranes are well-secured to prevent displacement during augmentation. 
Delayed Augmentation 


In cases of extensive perforation, consider postponing the sinus augmentation to allow the membrane 
to heal. 
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Schedule a follow-up procedure after sufficient healing has occurred. 
Clinical Considerations for Sinus Septum in Sinus Augmentation 
Preoperative Assessment: Use CBCT to evaluate septum location and size. 


Surgical Approach: Prefer Lateral Window Technique. Consider multiple windows ifthe septum divides 
the sinus. 


Instrumentation: Utilize piezosurgery for precise cutting. 
Membrane Elevation: Elevate gently around the septum. Partial removal of septum if necessary. 


Grafting: Place graft material in separate compartments if divided. Use collagen membranes for 
support. 


Postoperative Care: Regular follow-ups. Prescribe antibiotics and anti-inflammatories. 
Patient Communication: Inform about septum impact. Discuss surgical plan and expectations. 
Key Points: 

Experienced surgeon required. 

Adapt plan intraoperatively if needed. 

Consider alternative techniques if septum poses significant challenges. 

Contraindications for Sinus Lift 

Acute Sinusitis: Active infection in the sinus. 

Chronic Sinusitis: Persistent or recurrent sinus infections. 

Sinus Tumors or Cysts: Presence of benign or malignant growths. 

Uncontrolled Systemic Diseases: Uncontrolled diabetes, hypertension, or cardiovascular conditions. 
Severe Allergies or Rhinitis: Chronic allergic reactions affecting the sinus. 

Poor Oral Hygiene: High risk of infection due to inadequate dental care. 

Radiotherapy to the Head/Neck: History of radiation treatment in the sinus area. 

Substance Abuse: Active alcohol or drug abuse affecting health. 

Osteoporosis/Osteopenia: Severe bone density issues impacting bone healing. 

Immune System Disorders: Conditions like HIV/AIDS or immunosuppressive therapy. 

Bleeding Disorders: Hemophilia or other coagulation disorders. 

Psychiatric Disorders: Severe mental health conditions affecting cooperation and postoperative care. 
Key Points: 

Comprehensive preoperative assessment is essential. 

Consult relevant specialists if contraindications are suspected. 


Consider alternative treatment plans if contraindications are present. 


Sinus Lift S Bone Grafting 


Sinus 
anterior 
wall 


FIGURE 4. In this mapping of the maxillary right sinus for a window, the red line 
demarcates the boundaries of the lateral window, while the blue shading 
denotes the extent of the sinus. The extent of the lateral window is defined by 
four points: (A) inferior point of anterior osseous cut, (B) superior point of anterior 
osseous cut, (C) inferior point of posterior cut, and (D) superior point of posterior 
cut. 
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15. Anatomical Considerations 
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Challenges Due to Anatomical Limitations in Implant Placement 


1. Insufficient Bone Volume 
o Vertical Deficiency: Requires bone grafting or sinus lift. 
o Horizontal Deficiency: May need ridge augmentation procedures. 
2. Proximity to Vital Structures 
o Nerves: Risk of nerve damage leading to numbness or pain. 
o  Sinuses: Perforation risk, complicating implant stability. 
o Blood Vessels: Risk of excessive bleeding or hematoma formation. 
3. Bone Quality 
o Density Variations: Poor primary stability, requiring longer healing times or additional 
support. 
4. Anatomical Variations 
o Nasal Cavity and Sinus Septa: Complicate accurate implant positioning. 
o Maxillary Sinus Pneumatization: Limits available bone height, requiring advanced 
surgical techniques. 
5. Soft Tissue Considerations 
o Gingival Thickness: Insufficient tissue may lead to aesthetic and functional issues. 
o Mucosal Health: Poor quality soft tissue can affect healing and implant success. 
6. Tooth Position and Angulation 
o Adjacent Teeth: Limited space can lead to improper implant angulation or 
positioning. 
o Root Proximity: Risk of damaging adjacent roots, leading to potential tooth loss. 


Complications 


1. Nerve Injury 

o Symptoms: Numbness, tingling, or pain. 

o Cause: Damage to the inferior alveolar nerve or mental nerve. 
2. Sinus Perforation 

o Symptoms: Chronic sinusitis, implant instability. 

o Cause: Implant invading the maxillary sinus. 
3. Inadequate Bone Density 
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o Symptoms: Poor primary stability, implant failure. 
o Cause: Low bone quality affecting osseointegration. 
4. Bone Resorption 
o Symptoms: Implant mobility, aesthetic issues. 
o Cause: Progressive bone loss around the implant. 
5. Soft Tissue Complications 
o Symptoms: Recession, poor aesthetics, infection. 
o Cause: Insufficient keratinized tissue, improper soft tissue management. 
6. Peri-implantitis 
o Symptoms: Inflammation, bone loss around the implant. 
o Cause: Bacterial infection, poor oral hygiene. 


Management 


1. Nerve Injury 
o Prevention: Accurate imaging, careful surgical planning. 
o Treatment: Medications, nerve repair surgery if necessary. 
2. Sinus Perforation 
o Prevention: Preoperative sinus lift or grafting. 
o Treatment: Antibiotics, sinus membrane repair, grafting. 
3. Inadequate Bone Density 
o Prevention: Preoperative bone grafting, use of wider or longer implants. 
o Treatment: Bone augmentation procedures, use of bone substitutes. 
4. Bone Resorption 
o Prevention: Adequate initial bone volume, proper implant placement. 
o Treatment: Bone grafting, guided bone regeneration. 
5. Soft Tissue Complications 
o Prevention: Adequate soft tissue coverage, proper flap design. 
o Treatment: Soft tissue grafts, improved oral hygiene protocols. 
6. Peri-implantitis 
o Prevention: Regular maintenance, good oral hygiene. 
o Treatment: Debridement, antimicrobial therapy, surgical intervention if severe. 


Non- Grafting solution 


Less time consuming 


Avoid Bony substitute 


Zygoma being the stable point 


Clinical Conditions for Using Zygomatic, Pterygoid, and Basal Implants 


Zygomatic Implants 


1. Severe Maxillary Atrophy: 

o Indicated when there is insufficient bone in the posterior maxilla. 
2. Previous Maxillectomy: 

o Used in patients with extensive maxillary resections, often due to tumors. 
3. Sinus Pneumatization: 

o Suitable when maxillary sinus anatomy precludes conventional implants. 
4. Failed Bone Grafting: 

o Option when previous bone grafting procedures have failed. 


Pterygoid Implants 


1. Posterior Maxillary Atrophy: 

o Indicated when there is inadequate bone in the posterior maxilla. 
2. Avoiding Sinus Augmentation: 

o Used to bypass the need for sinus lift procedures. 
3. Immediate Loading: 

o Ideal for immediate function in edentulous maxillae. 


Basal Implants 


1. Extreme Bone Resorption: 

o Used when conventional implants are not feasible due to severe bone loss. 
2. Immediate Loading: 

o Suitable for providing immediate function in compromised bone conditions. 
3. Periodontally Compromised Patients: 

o Ideal for patients with poor bone quality due to periodontal disease. 
4. High-Risk Patients: 

o Used in patients with systemic conditions affecting bone density and healing. 


1*. Cortex 
(crestal) 


Porous 
— Cancellous 
Bone 


2" Cortex 
“Rock Hard” (basal) 


Dr, Bhupendra Rizal 
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16. Types of Implants 


IMPLANT SYSTEMS PROYIPING CIBEQNIG IMPLANTS 


E x ra root — Barcelona Sigma - Switzerland | | 


Based on Implant Design 


]. Endosteal Implants 

o Most common type 

o Placed in the jawbone 

o Types include screw (threaded), cylinder (smooth), or blade types 
2. Subperiosteal Implants 

o Placed under the gum but above the jawbone 

o Used for patients who cannot wear conventional dentures or have minimal 

bone height 

3. Zygomatic Implants 

o Anchored in the cheekbone (zygomatic bone) 

o Used in cases of severe bone loss in the upper jaw 


Based on Surface 


1. Smooth Surface Implants 
o Less susceptible to bacterial adhesion 
o Less surface area for bone integration 
2. Textured or Rough Surface Implants 
o Improved bone integration 
o Higher surface area for bone to attach 
3. Coated Surface Implants 
o Coatings may include hydroxyapatite, titanium plasma spray, or bioceramic 
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o Promotes faster osseointegration 
Based on Materials 


1. Titanium Implants 
o Biocompatible 
o Corrosion-resistant 
o Most commonly used material 
2. Zirconia Implants 
o Metal-free, suitable for patients with metal allergies 
o Aesthetic benefits (tooth-colored) 
o High strength and biocompatibility 


Based on Connection Type 


1. External Hex Connection 

o Traditional design 

o Simple to use but may have higher mechanical complications 
2. Internal Hex Connection 

o More stable 

o Reduces the risk of implant loosening 
3. Morse Taper Connection 

o Provides a tight, stable connection 

o Minimizes micro-movement and bacterial infiltration 


Based on Loading Time 


1. Immediate Loading Implants 
o Placed and restored in a single visit 
o Suitable for patients with adequate bone density 
2. Early Loading Implants 
o Loaded with a dental prosthesis after a few weeks 
o Balances between immediate and delayed loading 
3. Delayed Loading Implants 
o Prosthesis placed after a healing period (usually 3-6 months) 
o Ensures stable osseointegration before loading 


Based on Implant Shape 


1. Conical Implants 
o Tapered shape 
o Mimics the natural shape of tooth roots 
o Provides better primary stability 
2. Cylindrical Implants 
o Straight, uniform shape 
o Commonly used in softer bone 


Based on Implant Size 


1. Standard Implants 


o Diameter typically ranges from 3.5 to 4.2 mm 
o Suitable for most patients 
2. Wide Implants 
o Diameter greater than 4.2 mm 
o Used in areas with sufficient bone width and for molar regions 
3. Narrow Implants 
o Diameter less than 3.5 mm 
o Suitable for areas with limited bone space or for replacing smaller teeth 


Based on Implant Stage 


1. One-Stage Implants 
o Placed and left exposed in a single surgical procedure 
o Healing cap is attached immediately 
2. Two-Stage Implants 
o Placed in the bone and covered by the gum tissue 
o Requires a second surgery to attach the abutment 


Based on Bone Augmentation Techniques 


1. Bone Grafting Implants 
o Used in conjunction with bone grafting procedures 
o Suitable for patients with insufficient bone volume 
2. Sinus Lift Implants 
o Used in the upper jaw where the sinus cavity is close to the bone 
o Sinus lift procedure is performed to create space for the implant 
3. Ridge Expansion Implants 
o Used when the jawbone is not wide enough to support an implant 
o Ridge expansion procedure widens the bone to accommodate the implant 


Based on Implant Abutment Connection 


1. Angulated Abutment Implants 
o Used to correct the angulation of implants 
o Suitable for aesthetic zones and complex cases 
2. Custom Abutment Implants 
o Tailored to fit the specific anatomy of the patient 
o Provides optimal fit and aesthetics 


Based on Innovative Designs and Technologies 


1. Mini Dental Implants (MDIs) 

o Smaller in diameter (usually less than 3 mm) 

o Used for stabilizing dentures or in situations with limited bone 
2. Short Implants 

o Shorter in length but wider in diameter 

o Suitable for areas with limited vertical bone height 
3. Immediate Placement Implants 

o Placed immediately after tooth extraction 

o Reduces the total treatment time and preserves the bone 
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4. Guided Implants 
o Placed using computer-aided design/computer-aided manufacturing 
(CAD/CAM) technology 
o Ensures precise placement based on digital imaging 


Based on Surface Treatment and Coatings 


1. Anodized Implants 
o Surface is anodized to increase oxide layer thickness 
o Improves osseointegration and bone response 
2. Nanotechnology Coatings 
o Uses nanostructured surfaces to enhance bone attachment 
o Promotes faster healing and stronger integration 
3. Bioactive Coatings 
o Includes coatings like bioglass or bioactive peptides 
o Enhances bone healing and integration 


Based on Implant Restoration 


1. Single-Tooth Implants 
o Used to replace individual missing teeth 
o Supports a single crown 

2. Multiple-Tooth Implants 
o Supports fixed bridges or partial dentures 
o Used when several teeth are missing 

3. Full-Arch Implants 
o Supports full-arch prostheses 
o Used in cases of complete edentulism 


Based on Implant Retention Mechanism 


1. Screw-Retained Implants 

o Prosthesis is attached to the implant with screws 

o Easier to remove and adjust 
2. Cement-Retained Implants 

o Prosthesis is cemented onto the abutment 

o Offers better aesthetics but more challenging to remove 
3. Magnetic Retained Implants 

o Uses magnets to secure the prosthesis 

o Simplifies attachment and removal of dentures 


Based on Implant Materials 

Dental implants are made from a variety of materials, each offering unique advantages. Titanium and 
its alloys are the most commonly used due to their strength and biocompatibility. Zirconia and other 
ceramic materials are favored for their aesthetic benefits and suitability for patients with metal 
allergies. Composite materials like CFR-PEEK and HA-PEEK provide alternatives with specific benefits, 
such as being radiolucent and lightweight. Emerging materials like tantalum, magnesium, and 
bioactive glass are being explored for their potential to enhance osseointegration and bone 
regeneration. 
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Titanium Implants 


1. Commercially Pure Titanium (cpTi) 
o High biocompatibility 
o Different grades (Grade 1 to Grade 4) based on oxygen and iron content 
o Grade 4is the strongest and most commonly used 
2. Titanium Alloy (Ti-6A1-4V) 
o Alloy of titanium with aluminum and vanadium 
o Higher strength compared to commercially pure titanium 
o Widely used due to its balance of strength and biocompatibility 


Zirconia Implants 


1. Monolithic Zirconia 
o Made from a single piece of zirconia 
o Metal-free, highly biocompatible, and aesthetically pleasing 
o Strong and suitable for patients with metal allergies 
2. Zirconia-Toughened Alumina (ZTA) 
o Composite material combining zirconia and alumina 
o Improved fracture toughness and mechanical properties 


Ceramic Implants 


1. Alumina (Aluminum Oxide) Implants 

o High biocompatibility and aesthetic appeal 

o Less commonly used due to brittleness compared to zirconia 
2. Glass-Ceramic Implants 

o Incorporates biocompatible glass-ceramic materials 

o Can bond with bone and promote osseointegration 


Composite Implants 


1. Carbon Fiber-Reinforced PEEK (CFR-PEEK) 
o Combines polyether ether ketone (PEEK) with carbon fibers 
o Lightweight, radiolucent, and high strength 
o Good alternative for patients with metal allergies 
2. HA-PEEK (Hydroxyapatite-Coated PEEK) 
o PEEK implants coated with hydroxyapatite 
o Enhances osseointegration and bone bonding 


Novel and Emerging Materials 


1. Tantalum Implants 

o High biocompatibility and corrosion resistance 

o Porous structure promotes bone in-growth 
2. Magnesium Implants 

o Biodegradable material 

o Promotes natural bone regeneration as it gradually resorbs 
3. Bioactive Glass Implants 

o Composed of silica, calcium oxide, and phosphorus oxide 

o Supports bone growth and healing 
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17. Dental Implant Treatment in Geriatric Patients 
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Surgical Complications 


1. Intraoperative Bleeding 

o Increased risk due to potential use of anticoagulant medications 

o Requires careful management and possibly medical consultation 
2. Nerve Injury 

o More challenging anatomy due to age-related bone resorption 

o Precise imaging and surgical planning are essential to avoid nerve damage 
3. Delayed Healing 

o Age-related reduction in regenerative capacity 

o Longer recovery periods and potential for prolonged discomfort 


Osseointegration Issues 


1. Poor Bone Quality 
o Reduced bone density and volume in elderly patients 
o Higher risk of implant instability and failure 
2. Bone Graft Complications 
o Increased need for bone grafting procedures 
o Potential for graft failure or infection 


Systemic Health-Related Complications 


1. Infection 
o Compromised immune response in older adults 
o Increased susceptibility to postoperative infections 
2. Medication Interactions 
o Impact of medications on bone metabolism and healing (e.g., 
bisphosphonates) 
o Potential interactions with antibiotics or pain medications used postoperatively 
3. Chronic Disease Management 
o Complications related to underlying conditions like diabetes or cardiovascular 
diseases 
o Need for coordinated care with medical professionals 


Prosthetic Complications 


1. Prosthesis Fit and Comfort 
o Difficulty achieving optimal fit due to changes in oral anatomy 
o Higher risk of discomfort and poor function 

2. Maintenance Challenges 
o Challenges in maintaining oral hygiene due to dexterity issues 


o Increased risk of peri-implantitis and implant failure 
Psychosocial Factors 
1. Compliance Issues 
o Difficulty adhering to postoperative care and follow-up schedules 
o Importance of support and education to ensure compliance 
2. Expectation Management 


o Unrealistic expectations about outcomes 
o Necessity of clear communication and managing expectations 


Patient Assessment Checklist Example 


What is the patient's age? 
What medications and supplements do they take? | 


What comorbidities do they have? (Obtain medical records if necessary.) 


Can the patient communicate effectively? | 


Does the patient use a cane, walker or wheelchair? 


Does the patient have difficulty seeing or hearing? 


Does a caregiver or family member need to be present? (Obtain their 
contact information and a signed consent form to communicate with 
them about the patient.) 


Will the patient need appointments scheduled at a certain time of day? 


What do your staff members need to know about this patient to efficiently 
do their job? 


Will the patient need more frequent follow-up visits? | 
| 


Posterior clinical view of four small-diameter ^ Panoramic radiograph of four small-diameter ^ Small-diameter implant placement and lower 

Inclusive Mini Implants placed immediately Inclusive Mini Implants in place in the mandible. denture stabilization can typically be completed 

through a surgical guide. in the same appointment, giving the patient a 
functional appliance on the day of surgery. 


18. Choice of Bone Grafts and Barrier Membranes 
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Suture barrier 
membrane 


Access flap 


Bone graft 


scaffold Bony Defect 


Figure 1. Use of structural scaffolds to restore bony defects. Diagram shows placement of a bone 
graft scaffold within a bony defect in alveolar bone following surgical generation of an access flap. 


Purpose of Bone Grafts 


e Bone grafts are used to augment deficient alveolar ridges to provide adequate bone 
volume and density for implant placement. 


Types of Bone Grafts 


1. Autografts 
o Source: Patient's own bone, often harvested from the chin, ramus, or iliac crest. 
o Advantages: Excellent biocompatibility, no risk of immune rejection, 
osteogenic potential. 
o Disadvantages: Requires a second surgical site, potential for donor site 
morbidity. 
2. Allografts 
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o Source: Cadaver bone, processed to ensure safety and sterility. 
o Advantages: No second surgical site, readily available, good osteoconductive 
properties. 
o Disadvantages: Potential for immune response, variable integration rates. 
3. Xenografts 
o Source: Bone from other species (commonly bovine). 
o Advantages: Readily available, good osteoconductive scaffold. 
o Disadvantages: Slower resorption rates, potential for immune reaction. 
4. Alloplasts 
o Source: Synthetic materials (e.g., hydroxyapatite, tricalcium phosphate). 
o Advantages: No risk of disease transmission, customizable resorption rates. 
o Disadvantages: Lack of osteogenic properties, varying degrees of integration. 


Factors Influencing Graft Choice 


1. Defect Size and Location 
o Larger defects may require autografts or allografts for sufficient volume and 
stability. 
o Smaller defects may be adequately treated with xenografts or alloplasts. 
2. Patient Factors 
o Health status, systemic conditions, and preferences can influence the choice of 
graft material. 
o Patients with compromised healing may benefit from materials with enhanced 
osteogenic potential. 
3. Surgical Considerations 
o Complexity of the procedure, available surgical expertise, and potential for 
complications must be considered. 
o Minimally invasive techniques may favor alloplasts or xenografts. 
4. Economic Factors 
o Cost of graft materials and insurance coverage can impact the decision. 
o Autografts may be less expensive but involve additional surgical costs. 


Clinical Outcomes 


e Successful bone grafting leads to improved implant stability and longevity. 
e Long-term success depends on proper material selection, surgical technique, and post- 
operative care. 


Specific Indications by Procedure 


1. Sinus Lift: 
o Preferred grafts: Allografts, Xenografts. 
o Examples: Bio-Oss®, Puros®. 

2. Ridge Augmentation: 
o Preferred grafts: Autografts, Allografts, Xenografts. 
o Examples: MinerOss®, Bio-Oss®. 

3. Socket Preservation: 
o Preferred grafts: Allografts, Xenografts, Alloplasts. 
o Examples: AlloDerm®, NuOss®, Novabone®. 

4. Periodontal Defects: 


o Preferred grafts: Allografts, Xenografts. 
o Examples: AlloDerm®, OsteoBiol®. 

5. Large Defects: 
o Preferred grafts: Autografts, Allografts. 
o Examples: Patient-derived bone, Puros®. 


Choosing the Right Graft 


e Biocompatibility: Ensuring the material is well-tolerated by the patient's body. 

e Volume Stability: For long-term maintenance of bone volume. 

e Osteogenic Potential: Higher for autografts, moderate for allografts, lower for 
xenografts and alloplasts. 

e Clinical Scenario: Specific procedural needs and defect characteristics. 
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Figure 2. Classification of bone graft and substitute materials used in dentistry, broadly classified into five categories and 
showing their associated sub-categories. 


Purpose of Barrier Membranes 
e Barrier membranes are used in guided bone regeneration (GBR) and guided tissue 


regeneration (GTR) to prevent the invasion of non-osteogenic tissues into the bone defect 
site, allowing for proper bone regeneration. 


Types of Barrier Membranes 


Resorbable Membranes: 
o Materials: Collagen, polylactic acid, polyglycolic acid. 
o Commercial Products: Bio-Gide®, BioMend®, Mem-Lok®. 
o Indications: 
= GBR in ridge augmentation. 
= Socket preservation. 
= Sinus lift procedures. 
= Periodontal defect regeneration. 


2. Non-Resorbable Membranes: 


o Materials: Expanded polytetrafluoroethylene (ePTFE), high-density 
polytetrafluoroethylene (dPTFE). 
o Commercial Products: Gore-Tex®, Cytoplast?. 
o Indications: 
= GBR in large defects. 
= Ridge augmentation requiring longer stabilization. 
= Sites with high potential for membrane exposure. 


Indications and Specific Uses 


Ridge Augmentation: 
o Membranes Used: Bio-Gide?, Gore-Tex®. 
o Purpose: To maintain space for bone regeneration and prevent soft tissue infiltration. 
Socket Preservation: 
o Membranes Used: BioMend?, Mem-Lok?. 
o Purpose: To support the preservation of alveolar ridge height and width following 
tooth extraction. 
Sinus Lift: 
o Membranes Used: Bio-Gide?, Cytoplast®. 
o Purpose: To protect the sinus membrane and stabilize the bone graft material. 
Periodontal Defects: 
o Membranes Used: BioMend®, Bio-Gide?. 
o Purpose: To facilitate the regeneration of periodontal tissues, including bone, 
periodontal ligament, and cementum. 
Large Defects: 
o Membranes Used: Gore-Tex®, Cytoplast®. 
o Purpose: To provide long-term barrier function and structural support in extensive 
bone defects. 


Choosing the Right Membrane 


Biocompatibility: Ensuring the material is well-tolerated and integrates with the patient's 
tissues. 

Resorption Time: Matching the membrane resorption rate with the bone healing process. 
Handling Properties: Ease of use, flexibility, and adherence to defect sites. 

Clinical Scenario: Specific procedural needs, defect characteristics, and potential for 
membrane exposure. 
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19. Implant-Assisted vs. Implant-Supported 


Implant Supported Denture- Removable by the Patient for cleaning 


Implant-Assisted Prostheses 


e Definition: Prostheses that rely on both dental implants and the surrounding natural tissues 
(e.g., gums, remaining teeth) for support. 
e Characteristics 
o Implants provide additional stability, but the load is shared with natural tissues. 
o Typically used in partial dentures or overdentures. 
o May be removable by the patient for cleaning. 
e Indications 
o Patients with sufficient residual ridge support. 
o Partial edentulism where natural teeth are still present. 
o Cost-effective solution compared to full implant-supported options. 
e Examples 
o  Overdentures supported by 2-4 implants with soft tissue support. 


Implant-Supported Prostheses 


e Definition: Prostheses that rely entirely on dental implants for support, with no reliance on 
natural tissues. 
e Characteristics 
o All masticatory forces are transmitted to the implants and underlying bone. 
o Typically used in fixed dental prostheses or full-arch restorations. 
o Provides maximum stability and function. 
e Indications 
o Fulledentulism (complete tooth loss). 
o Cases where natural tissue support is inadequate or absent. 
o Higher initial cost but superior long-term stability. 
e Examples 


o Full-arch fixed implant bridges. 
o All-on-4 or All-on-6 implant-supported dentures. 


Key Differences 


Bop Pm 


Support Mechanism 
o Implant-Assisted: Shared support between implants and natural tissues. 
o  Implant-Supported: Exclusive support from implants. 
Indications 
o Implant-Assisted: Suitable for partial edentulism and cases with adequate natural 
tissue support. 
o Implant-Supported: Preferred for complete edentulism and insufficient natural 
tissue support. 
Maintenance 
o Implant-Assisted: Removable for easier cleaning. 
o Implant-Supported: Often fixed and more challenging to clean, requiring regular 
professional maintenance. 


o  Implant-Assisted: Generally lower initial cost. 
o  Implant-Supported: Higher initial investment but potentially better long-term value. 


ALL ON 4 CONCEPT ADVANTAGES 


Elimination of bone grafting procedures: 
Shorter treatment plan, 
Less patient morbidity, 
Decreased cost, 
Immediate restoration. 
Increase in A-P spread —> more stable prosthesis. 
Elimination or shortening of cantilevers. 
Avoidance of various anatomic structures. 


Fewer implants to support the prosthesis. 


Maxillary All on Four Therapy using Angled Implants, Dent Clin N Am 55(2011) 779-794 


Less than the above 
dictates use of an implant 
assisted prosthesis 


: Maxilla - Anterior-Posterior Spread required for 
implant supported prosthesis - 2 cm or more 


implant 


Implant Supported Hybrid Denture — 
Removable by a dentist but not the patient 
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20. Risk Factors and Contraindications 
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Risk Factors and Complications 


1. Patient-Related Risk Factors: 
o Systemic Conditions: Diabetes, osteoporosis, and cardiovascular diseases can 
affect healing and integration. 
o Smoking: Increases the risk of implant failure and peri-implantitis. 
o Poor Oral Hygiene: Leads to plaque buildup and peri-implant diseases. 
o Bruxism: Excessive forces can cause implant failure. 
2. Surgical Risk Factors: 
o Inadequate Bone Quantity/Quality: Insufficient bone may not support the 
implant properly. 
o Poor Surgical Technique: Inaccurate placement can lead to mechanical and 
biological complications. 
o Infection: Lack of aseptic techniques can result in peri-implant infections. 
o Immediate Loading: Premature loading of the implant can hinder 
osseointegration. 
3. Implant-Related Risk Factors: 
o Design and Surface: Improper design or surface treatment may impair 
osseointegration. 
o Material: Non-biocompatible materials can lead to adverse reactions. 
4. Prosthetic Risk Factors: 
o Improper Prosthetic Design: Can cause undue stress on the implant and 
surrounding tissues. 
o Poor Occlusal Adjustment: Misalignment can lead to mechanical overload. 
5. Complications: 
o Early Complications: 
* Infection: Occurs due to contamination during or after surgery. 
* Implant Mobility: Indicates failure of initial stability and potential 
failure. 
o Late Complications: 
=  Peri-Implantitis: Inflammation and bone loss around the implant. 
* Mechanical Complications: Fracture of the implant or prosthetic 
components. 
* Aesthetic Issues: Poor positioning can result in unsatisfactory 
aesthetic outcomes. 
6. Management of Complications: 
o Infection Control: Use of antibiotics, antiseptic mouth rinses, and 
debridement. 
o Surgical Interventions: Bone grafting, implant removal, and re-implantation 
if necessary. 
o Maintenance Therapy: Regular follow-ups and professional cleanings to 
prevent peri-implant diseases. 
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Table 1.3: Difference between Absolute and Relative 
Contraindication 
Recent myocardial infarction 


Recent cardiac valve prosthesis ia ee 

placement 

Hemolytic diathesis Uncontrolled hypothyroidism 
Immunosuppression Osteoporosis 


Severe, uncontrolled psychiatric : 
ar Poor oral hygiene 


Intravenous bisphosphonate ] 
Cancer radiation and History of radiation therapy to 
chemotherap the jaws 


Table4 Risk Factors in Implant Patients 


Risk factors Remarks 


Medical Severe bone disease causing impaired 
bone healing 
Immunologic disease 
Medication with steroids 
Uncontrolled diabetes mellitus 
Irradiated bone 
Others 

Periodontal Active periodontal disease 
History of refractory periodontitis 
Genetic disposition 

Smoking habits Light smoking (« 10 cigarettes per d) 
Heavy smoking (= 10 cigarettes per d) 


Oral hygiene/ Home care measured by gingival 
compliance indices 

Personality, intellectual aspects 
Occlusion Bruxism 


TABLE 1. Main Risks of Implant Complications 


Systemic Factors Local Factors 


Smoking Previous periodontal disease 
Diabetes mellitus Poor oral hygiene 

Head and neck radiation Residual cement 

IL-1 B polymorphisim Occlusal overload 
Postmenopausal estrogen therapy Amount of keratinized tissue 
Antidepressant medication Malpositioned implant 
Compliance Apical pathosis on adjacent tooth 


Poor prosthetic design 
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21. Ideal Implant Positioning 
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> 1 mm occlusal clearance 
Occlusal table 


5 mm cement 8 mm 
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e Fig. 8.23 The crown height space is measured from the occlusal plane 
to the crest of the bone. 
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Anatomical Limitations to Implant Placement 


1. 
2. 
3. 
4. 
5: 
6. 
7. 


Buccal Plate: Minimum Distance: 0.5 mm 

Lingual Plate: Minimum Distance: 1 mm 

Maxillary Sinus: Minimum Distance: 1 mm 

Nasal Cavity: Minimum Distance: 1 mm 

Incisive Canal: Avoid midline maxilla 

Interimplant Distance: Minimum Distance: 3 mm between outer edge of implants 
Inferior Alveolar Canal: Minimum Distance: 2 mm from the superior aspect of the 
bony canal 

8. Mental Nerve: Minimum Distance: 5 mm from the anterior or bony foramen 

9. Inferior Border: Minimum Distance: 2 mm 

10. Adjacent Natural Tooth: Minimum Distance: 0.5 mm 


Table 17.1 Factors in the success or failure of implants. 


Surgical site 

Surgical technique 

Type of surgery (one- or two-stage) 
Immediate or delayed implant placement 
Bone augmentation 

Insertion torque 

Implant length and width 

Implant surface texture and coatings 
Collar design 

Implant-abutment connection design 
Systemic health factors 

Infection 

Occlusal stresses 

Oral hygiene 
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22. Success, Survival, Failure 


TABLE 1. Criteria for Implant Success Suggested by 
i decal et as —' 


TABLE 2 Implant Survival and Success Criteria according to Proskin and 
colleagues" 


Implant in the mouth and functioning 


X X 
No pain X X 
No mobility (if it can be measured) X X 
No infection X X 
Less than 50% bone loss Not reported X 


TABLE 1 


Implant success according to Health Scale for Dental Implants 


Implant Quality Scale Group and Criteria 


. Success (optimum health) 
(a) No pain or tenderness upon function 
(b) O mobility 
(c) <2 mm radiographic bone loss from initial surgery 
(d) No exudates history 
. Satisfactory survival 
(a) No pain on function 
(b) O mobility 
(c) 2-4 mm radiographic bone loss 
(d) No exudates history 
. Compromised survival 
(a) May have sensitivity on function 
(b) No mobility 
(c) Radiographic bone loss >4 mm (<1/2 of implant body) 
(d) Probing depth >7 mm 
(e) May have exudates history 
. Failure (absolute or clinical failure) 
Any of the following: 
(a) Pain on function 
(b) Mobility 
(c) Radiographic bone loss >1/2 length of implant 
(d) Uncontrolled exudate 
(e) No longer in mouth 
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Intrinsic failures include the following: 

* Failure of the implant system or any of its components 

* Poor, inadequate, or incomplete osseointegration following placement 
* Presence of infection or periodontal disease 

* Poor bone quality at the implant site 

* Nonideal osteotomy or insertion procedures 

* Presence of diabetes mellitus or osteoporotic bone 

* Galvanic corrosion between the implant and restorations 

* Incorrect or improper selection of the implant 

Extrinsic failures are those arising from external influences, including: 
* Excessive loading on the implant or the attached prosthesis 

* Poor positioning of the implant 

* Bruxism 

* Malocclusion 

* Medications 

* Chemotherapy 

* Steroids use 

Overall, it appears that the most reported conditions contributing to implant failure are: 
* Nonlosseous integration and fibrous encapsulation 

* Peri!mucositis 

* Perilimplantitis 

* Certain prescription medications 

e Hardware failure 


* Periodontal disease 


Careful clinical examination suggested that several factors might have contributed to the 


development of peri-implantitis, notably: 

* Overloading of the restored implant 

* The presence of cement/cement residue within the sulcus 

* Inadequate oral hygiene 

* Bacterial ingress into the sulcus 

The remedial treatment regimen for this situation was: 

1. Occlusal adjustment and elimination of bruxism as a contributing factor 
2. Deep scaling and irrigation 

3. Localized and systemic antibiotic therapy 

4. Restoration removal and placement of a healing abutment 

5. Careful oral hygiene instruction with follow!up on a regular basis. 
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23. Alveolar Ridge Augmentation/Preservation Techniques 
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1. Bone Grafting: 
o Autografts: Bone harvested from the patient's own body (e.g., iliac crest, mandible). 
o Allografts: Bone sourced from human donors. 
o  Xenografts: Bone derived from animal sources. 
o Alloplasts: Synthetic bone substitutes. 
2. Guided Bone Regeneration (GBR): 
o Utilizes barrier membranes to protect the bone graft and allow bone regeneration. 
o Membranes can be resorbable (collagen) or non-resorbable (PTFE). 
3. Distraction Osteogenesis: 
o Gradual mechanical stretching of the bone to stimulate new bone formation. 
o Involves surgical separation and gradual distraction of bone segments. 
4. Ridge Expansion: 
o Mechanical widening of the alveolar ridge using specialized instruments. 
o Often combined with bone grafting to fill the expanded space. 
5. Socket Preservation: 
o Grafting materials placed into the extraction socket immediately after tooth removal. 
o Aims to prevent ridge resorption and maintain bone volume. 


6. Sinus Lift (Sinus Augmentation): 
o Elevation of the sinus membrane and placement of bone graft material in the 
maxillary sinus area. 
o Used to increase bone height in the posterior maxilla for implant placement. 
7. Alveolar Ridge Splitting: 
o Splitting the alveolar ridge longitudinally to create space for bone grafting. 
o Utilized in cases with narrow ridges to widen the bone for implant placement. 
8. Block Grafting: 
o Harvesting a block of bone from another site (e.g., chin, ramus) and securing it 
to the deficient ridge. 
o Provides significant augmentation in cases of severe bone loss. 
9. Tenting Screw Technique: 
o Placement of tenting screws to maintain space for bone grafting materials. 
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10. 


11. 


13. 


14. 


15. 


16. 


17. 


18. 


19. 


20. 
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o Prevents collapse of the graft site and supports new bone formation. 
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Use of Growth Factors and Biologics: 
o Incorporation of growth factors (e.g., platelet-rich plasma, platelet-rich fibrin) 
to enhance healing and bone regeneration. 
o Biologic agents such as recombinant human bone morphogenetic proteins 
(rhBMP) can stimulate bone growth. 
Piezoelectric Surgery: 
o Utilization of ultrasonic vibrations to cut bone precisely with minimal trauma 
to surrounding tissues. 
o Enhances bone grafting procedures and can be used for ridge splitting and 
expansion. 


Osseodensification: 

o Utilizes specialized burs that densify the bone rather than removing it. 

o Enhances primary stability of implants and can aid in ridge expansion. 
Vertical Ridge Augmentation: 

o Specifically targets vertical bone defects. 

o Techniques include the use of titanium mesh, distraction osteogenesis, and 


block grafts. 
Onlay Grafting: 
o Involves placing a graft on top of the existing bone to increase its height or 
width. 


o Often used in combination with other techniques like guided bone regeneration. 
Miniscrews and Miniplates: 
o Temporary anchorage devices that stabilize bone grafts and maintain space. 
o Help in the retention of graft material during healing. 
Combined Techniques: 
o Utilization of multiple techniques in conjunction, such as GBR with sinus lift 
or ridge splitting with bone grafting. 
o Tailored to address complex cases and achieve optimal results. 
Laser-Assisted Ridge Augmentation: 
o Use of lasers to enhance soft tissue management and bone regeneration. 
o Minimally invasive with reduced healing time and discomfort. 
Stem Cell Therapy: 
o Application of stem cells to promote bone regeneration. 
o Still under research but shows promise in enhancing bone graft outcomes. 
Corticotomy-Assisted Ridge Augmentation: 
o Involves making small cuts in the cortical bone to stimulate bone remodeling 
and growth. 
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o Can be combined with other grafting techniques for enhanced results. 


Autogenous Tooth Bone Grafting: 
o Using extracted teeth that are processed and converted into bone graft material. 
o Provides a biocompatible grafting option with the patient's own biological 
material. 
Periosteal Releasing Incisions: 
o Strategic incisions made in the periosteum to allow for better soft tissue 
coverage and tension-free closure over the grafted area. 
o Essential for maintaining the integrity of the graft and ensuring proper healing. 
Soft Tissue Augmentation: 
o Enhancing the volume and quality of the soft tissue over the augmented ridge. 
o Techniques include connective tissue grafts, free gingival grafts, and use of soft 
tissue substitutes. 
Tunneling Technique: 
o A minimally invasive method where graft material is placed through a small 
tunnel created in the soft tissue. 
o Reduces surgical trauma and improves patient comfort and recovery. 
Lip Repositioning: 
o Incases of severe ridge resorption, repositioning of the lip can help manage the 
aesthetic concerns associated with ridge deficiencies. 
o Often used in conjunction with ridge augmentation techniques. 
Tissue Engineering Approaches: 
o Combining scaffolds, cells, and signaling molecules to create bioengineered 
bone grafts. 
o This approach is still in experimental stages but has potential for future clinical 
applications. 
Titanium Mesh and Scaffolds: 
o Use of custom-made titanium meshes or scaffolds to shape and support large or 
complex bone grafts. 
o Provides a stable framework for bone regeneration and maintains space for new 
bone growth. 
3D-Printed Grafts and Guides: 
o Utilization of 3D printing technology to create customized bone grafts and 
surgical guides. 
o Enhances precision and outcomes in complex augmentation cases. 
Short Implants in Combination with Augmentation: 
o Placement of short dental implants in conjunction with minor ridge 
augmentation to avoid extensive grafting. 
o Suitable for patients with limited bone height where extensive augmentation is 
not feasible. 
Use of Bone Morphogenetic Proteins (BMPs): 
o Application of BMPs to enhance and accelerate bone growth in grafting sites. 
o BMP-2 and BMP-7 are commonly used and can be combined with graft 
materials. 
Minimally Invasive Vertical Ridge Augmentation (MISVRA): 
o Focuses on vertical bone augmentation using minimally invasive surgical 
techniques. 
o Reduces patient morbidity and enhances healing. 
Orthodontic Extrusion: 
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o Gradual extrusion of teeth to bring alveolar bone with them, increasing bone 
height in the process. 
o Used in conjunction with grafting to maximize bone volume. 


32. Socket Shield Technique: 
o Retaining a portion of the root (shield) of the extracted tooth to preserve the 
alveolar ridge. 
o Promotes bone and soft tissue preservation in the esthetic zone. 
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Figure 1. Surgical phases of the socket shield procedure. (Part 1) (1) Tooth decoronated with diamond 
bur. (2) Root division. (3) Removed palatal root. (4) Buccal shield shaping. 


Implant bed 
preparation 


Implant 
positioning 


Buccal shield j 
reduction 


Figure 2. Surgical phases of the socket shield procedure. (Part 2). (5) Socket shield reduced to bone 
crest. (6) Implant bed preparation. (7) Implant placement. 


33. Alveolar Ridge Preservation (ARP): 
o Specific techniques focused on maintaining the ridge dimensions post-tooth 
extraction. 
o Includes immediate placement of grafting materials and the use of collagen 
plugs or membranes. 
34. L-PRF (Leukocyte-Platelet Rich Fibrin): 
o Utilizing L-PRF to promote soft tissue healing and bone regeneration. 
o Created from the patient’s blood, enhancing biocompatibility and healing. 
35. Plasma Rich in Growth Factors (PRGF): 
o Similar to PRP, PRGF is used to enhance tissue regeneration. 
o Applied to grafting sites to promote faster and more effective healing. 
36. Decortication: 
o Creating small perforations in the cortical bone to enhance blood supply and 
stimulate bone regeneration. 
o Often combined with other grafting techniques. 
37. Titanium-Reinforced Membranes: 


o Using membranes reinforced with titanium to provide additional stability to the 
graft site. 
o Helps maintain space and shape during bone regeneration. 
38. Piezoelectric-Assisted Bone Splitting: 
o Using piezoelectric devices to perform precise bone cuts with minimal trauma. 
o Enhances the safety and predictability of ridge splitting procedures. 
39. Implant Site Development: 
o Incremental bone augmentation performed in stages, aligning with the implant 
placement phases. 
o Ensures optimal bone volume and quality for implant stability. 
40. Hydroxyapatite Coated Grafts: 
o Use of hydroxyapatite-coated materials to enhance osteoconductivity. 
o Promotes better integration and faster bone healing. 
41. Bioglass and Bioactive Glass Grafts: 
o Utilization of bioglass materials that bond with bone and promote regeneration. 
o Offers an alternative to traditional bone graft materials. 
42. Alveolar Ridge Horizontal Distraction Osteogenesis: 
o Horizontal application of distraction osteogenesis to widen the alveolar ridge. 
o Useful for cases with significant horizontal deficiencies. 
43. Autogenous Graft Milling and Shaping: 
o Custom milling and shaping of autogenous grafts for a precise fit. 
o Enhances the integration and stability of the graft. 
44. Cadaveric and Donor Bone Blocks: 
o Use of cadaveric or donor bone blocks for significant ridge augmentation. 
o Provides a reliable source of graft material in large quantities. 
45. Immediate Implant Placement with GBR: 
o Placing implants immediately after extraction combined with guided bone 
regeneration. 
o Minimizes treatment time and maintains alveolar dimensions. 


46. Periosteal Distraction Osteogenesis: 
o Gradually stretching the periosteum (a layer of connective tissue covering the 
bone) to stimulate new bone formation beneath it. 
o Less invasive compared to traditional distraction osteogenesis. 
47. Segmental Osteotomy: 
o Surgically cutting and moving a segment of the alveolar bone to a new position, 
often combined with bone grafting. 
o Useful for correcting severe ridge deficiencies and misalignments. 
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Use of Orthobiologics: 

o Application of biologically derived materials like stem cells, bone marrow 
aspirate concentrate (BMAC), and amniotic membrane products to enhance 
healing and bone regeneration. 

Polymer-Based Grafts: 

o Utilizing biocompatible polymers as scaffolds for bone regeneration. 

o These can be used alone or in combination with other graft materials. 
Allogeneic Dentin Grafts: 

o Using processed dentin from extracted teeth (from donors) as graft material. 

o Offers a novel approach with osteoinductive properties. 
Endoscopic Ridge Augmentation: 

o Use of endoscopic techniques for minimally invasive ridge augmentation. 

o Allows for precise placement of graft materials with reduced surgical trauma. 
Biomimetic Scaffolds: 

o Use of scaffolds designed to mimic the natural bone matrix, enhancing 
osteoconduction and integration. 

o Can be infused with growth factors or cells to promote regeneration. 

Use of Phycogenic (Algae-Derived) Bone Grafts: 

o Algae-derived bone graft materials, such as those from red algae, are rich in 
calcium and support bone formation. 

o Provide a unique and sustainable grafting option. 

Synthetic Bone Substitutes with Drug Delivery Systems: 

o Incorporation of drug delivery systems within synthetic bone grafts to release 
antibiotics, growth factors, or other therapeutic agents. 

o Enhances the healing process and reduces infection risks. 

Photobiomodulation Therapy (PBMT): 

o Application of low-level laser therapy to the graft site to stimulate bone 
regeneration and reduce inflammation. 

o Non-invasive and supports faster healing. 

Customized 3D-Printed Titanium Mesh: 

o Custom-designed and 3D-printed titanium meshes tailored to the patient's 
specific anatomy. 

o Ensures optimal fit and support for large or complex grafts. 

Microsurgical Techniques for Flap Management: 

o Advanced microsurgical techniques to enhance soft tissue management and 
coverage over graft sites. 

o Improves vascularization and healing. 

Zygomatic Implants Combined with Ridge Augmentation: 

o Using long zygomatic implants in conjunction with alveolar ridge augmentation 
for patients with severe maxillary atrophy. 

o Provides a stable foundation when conventional implants are not feasible. 

Peri-Implant Augmentation: 

o Augmentation of bone around existing implants that are at risk due to bone loss. 

o Techniques include grafting and guided bone regeneration to stabilize and 
preserve implants. 

Synthetic Bone Putty and Pastes: 

o Injectable or moldable synthetic bone graft materials that can be precisely 
placed and shaped. 

o Offer ease of use and good handling properties. 
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Distraction Osteogenesis with External Devices: 
o Use of external distractors to gradually separate bone segments and encourage 
new bone formation. 
o Allows for controlled and predictable augmentation. 
RhBMP-2 Collagen Sponge: 
o Use of recombinant human bone morphogenetic protein-2 (rhBMP-2) 
embedded in a collagen sponge. 
o Promotes bone growth and can be used in ridge augmentation procedures. 
Dentoalveolar Distraction Osteogenesis: 
o A variation of distraction osteogenesis where the alveolar segment with teeth 
is moved. 
o Useful for correcting alveolar deficiencies while preserving natural dentition. 
Piezoelectric Bone Surgery for Ridge Splitting: 
o Using piezoelectric tools to perform precise ridge splitting with minimal 
trauma. 
o Enhances safety and reduces complications. 
Bio-Oss® (Deproteinized Bovine Bone Mineral): 
o A widely used xenograft material derived from bovine bone. 
o Provides a natural scaffold for bone regeneration. 
Tissue Engineering with Stem Cells: 
o Incorporating mesenchymal stem cells (MSCs) into graft materials to enhance 
bone regeneration. 
o Promotes faster and more robust bone formation. 
Alveolar Ridge Augmentation with Orthodontic Implants: 
o Temporary anchorage devices (TADs) used to facilitate bone growth through 
orthodontic movements. 
o Helps to manipulate the bone structure in preparation for permanent implants. 
Subperiosteal Implants with Augmentation: 
o Placing subperiosteal implants in cases with severe bone loss and augmenting 
the ridge to support these implants. 
o Provides an alternative for patients unsuitable for traditional implants. 
Hyaluronic Acid-Based Grafts: 
o Using hyaluronic acid-based materials to support soft tissue and bone 
regeneration. 
o Enhances wound healing and tissue integration. 
Immediate Provisionalization with Augmentation: 
o Placing a temporary prosthesis immediately after ridge augmentation and 
implant placement. 
o Ensures aesthetics and function during the healing phase. 
Osteoinductive and Osteoconductive Grafts: 
o Combining materials that promote bone growth (osteoinductive) and materials 
that support new bone formation (osteoconductive). 
o Provides a synergistic effect for bone regeneration. 
Implant-Supported Ridge Augmentation: 
o Using existing implants as support structures for additional bone grafting. 
o Helps stabilize the graft material and enhance integration. 
Synthetic Calcium Phosphate Cements: 
o Injectable cements that harden into bone-like structures. 
o Used for filling bone defects and augmenting the ridge. 
Scaffold-Guided Bone Regeneration: 
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o Utilizing 3D-printed or custom-shaped scaffolds to guide new bone growth. 


o Provides a framework for bone regeneration in complex cases. 
75. Resorbable Synthetic Polymers: 
o Using resorbable polymer materials as grafting materials or scaffolds. 
o Gradually replaced by natural bone over time. 
76. Ultrasound-Assisted Bone Regeneration: 
o Application of low-intensity pulsed ultrasound to stimulate bone growth. 
o Non-invasive and enhances the healing process. 
77. Vertical and Horizontal Ridge Augmentation with Customized Blocks: 
o Custom-shaped bone blocks tailored to the specific needs of vertical and 
horizontal deficiencies. 
o Provides precise augmentation and better integration. 
78. Combination of Autografts and Alloplasts: 
o Blending autogenous bone with synthetic materials to optimize grafting 
outcomes. 
o Balances biocompatibility with structural support. 
79. Implant-Supported Overdentures with Ridge Augmentation: 
o Augmenting the ridge to support implant-retained overdentures. 
o Ensures stability and improves function for removable prosthetics. 
80. Customized Allogeneic Bone Blocks: 
o Using pre-shaped allogeneic bone blocks for ridge augmentation. 
o Reduces surgical time and enhances fit and integration. 


Indications for ridge expansion 


| For implant placement or interpositional 


Inadequate alveolar bone 
ce 


bone graft placement height 
\ 
Narrow alveolar ridge (minimum 3 mm, Concavities or undercuts of 
= marrow component) og ridge 


Primarily maxillary sites greater than | 
one tooth m Fused cortices (no marrow) 


If in the mandible, only posterior distal- J E 
extension edentulous sites with a Less than 2-mm ridge width 
marrow component ET 


—— Single-tooth sites 


Adequate alveolar bone height 
(approximately 10 mm minimum) 


Table 1: Uses of piezosurgery in implant dentistry 


* Bone grafting procedures 
* Bone harvesting (chips) 


* Surgically assisted rapid maxillary expansion (SARME) 
* Implant site preoaration 

* Relocation of a malpositioned implant 

* Nerve transpositions 


* Distraction osteogenesis 
* Ridge expansion 
* Sinus lifts * Atraumatic tooth extraction 


* Le Fort | osteotomies * Peri-mucositis/peri-implantitis and calculus removal 
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Procedure Comparison for the Posterior Mandible 


Vertical Augmentation Limits | Main Advantage Main Disadvantage 


O - implant length can be 
long because of the ability to 
engage the inferior border 


Nerve repositioning Stable bone for long implant 


Simple access, ease of 
fixation, donor source 
mandible, cranium, hip 


Onlay grafting 7 mm - 10 mm 


Particulate bone with 
membrane 


Minimal morbidity, small or no 
donor site needed 


Genesis of soft tissue, excellent 

bone augmentation 

One stage procedure, graft 
4mm - 8 mm can be allograft, no donor site 

morbidity 


5 mm - 8 mm 


Distraction osteogenesis 


Interpositional ostetotomy 


High neurosensory disturbance, 
long crown- implant ratio for 
prosthesis 


Incision breakdown results 
in graft loss, significant graft 
resorption 


Technically difficult, long time 
from graft to implant 
(9 months) 


Long time from start 

of distraction to implants, 
may need additional grafting, 
patient morbidity from 
distraction device 


May be technically difficult, 
limitation of augmentation 
height limited to soft-tissue 
stretch 


v 
BOX 3-1 | Factors affecting implant survival 


GENERAL PATIENT 
RISK FACTORS 


LOCAL PATIENT 
RISK FACTORS 


OPERATOR-RELATED 
RISK FACTORS 


* Soft and hard tissue 
deficiencies 


* Unrealistic expectations (eg, 
esthetics) 


+ Poor patient compliance (eg, + Inadequate restorative space 


+ Surgical error (eg, implant 
hygiene, recalls) 8 (eg, imp 


+ Malocclusion malposition) 
+ History of aggressive 


ncaa + Poor plaque control 
periodontitis 


+ Biomechanics (eg, inadequate 
number of implants, crown-to- 


+ Parafunctional habits : A ae 
implant ratio, splinting) 


+ Smoking 


+ Medication history (eg, intra- 
venous bisphosphonates) 


+ Psychiatric considerations 


+ Operator experience and ability 


* Excessive trauma during surgery 


BIOMATERIALS-RELATED 
RISK FACTORS 


* Implant material (eg, 
grade of titanium) 


+ Implant surface treatment 


+ Implant fracture risk 
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24. Treatment Stages 
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Implant Flowchart 
1* Stage 
SURGICAL PROCEDURE 


(IV/local anesthetic) 
- place implant(s) 


‘All-On-Four’ 
+ 


Multi-Unit ^ iae 


Insert Provisional Denture 


2"d Stage 
SURGICAL PROCEDURE 
IV/local anesthetic 
- test implant 
- place healing abutment 
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Tooth Replacement Treatment Chart 
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25. Reasons for Dental Implant Failure 
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HEALTHY IMPLANT 
| | FAILED IMPLANT: 
PERI-IMPLANTITIS EM IMPLANTFAILURE FS o ia function 
Uncontroll ixudate 
| | Mobility 


Bone loss > Y implant length 


O 


EARLY IMPLANT FAILURE 
(Before prosthetic rehabilitation) 


LATE IMPLANT FAILURE 
(After prosthetic rehabilitation) 
Surgical trauma 
Overheating < 
insufficient bone volume 
Early loading 
Per-operative infection 


Pen-implantitis 


1. Infection: 
o Peri-implantitis: Inflammation of the tissues surrounding the implant, leading to bone 
loss. 
o Poor oral hygiene can contribute to bacterial infections around the implant. 
2. Insufficient Bone Quality and Quantity: 
o Lack of adequate bone density and volume to support the implant. 
o Bone grafting may be necessary but can fail if not properly managed. 
3. Implant Overloading: 
o Excessive force on the implant due to improper occlusion or bruxism (teeth grinding). 
o Can lead to implant fracture or bone loss. 
4. Surgical Complications: 
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10. 


11. 


12. 


13. 


14. 


15. 


16. 
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18. 


19. 


o Poor surgical technique or improper placement of the implant. 
o Damage to surrounding structures, such as nerves or sinus perforation. 
Patient-Related Factors: 
o Smoking, diabetes, and other systemic health conditions can impair healing and 
increase the risk of failure. 
o Poor compliance with post-operative care and maintenance. 
Material and Design Issues: 
o Defects in the implant material or inappropriate design for the specific clinical 
scenario. 
o Poor compatibility with the patient's anatomy. 
Immediate Loading: 
o Placing the implant under load too soon before sufficient osseointegration. 
o Can resultin implant micromovement and failure to integrate properly with the bone. 
Foreign Body Reaction: 
o The body's immune response to the implant as a foreign object. 
o Cancause chronic inflammation and implant rejection. 


Allergic Reactions: 
o Hypersensitivity to titanium or other materials used in the implant can cause 
adverse reactions. 
Implant Design and Surface Properties: 
o Suboptimal design or surface characteristics that do not promote adequate 
osseointegration. 
Occlusal Overload: 
o Incorrect distribution of biting forces, especially in patients with 
parafunctional habits (e.g., clenching, bruxism). 
Adjacent Teeth or Implant Problems: 
o Issues with neighboring teeth or other implants can affect the stability and 
health of the implant. 
Soft Tissue Concerns: 
o Inadequate soft tissue coverage or poor quality of the mucosal seal around the 
implant can lead to failure. 
Biomechanical Factors: 
o Improper distribution of mechanical forces, leading to micro-movements that 
prevent proper bone integration. 
Delayed Healing: 
o Prolonged healing times due to systemic conditions or medications that affect 
bone metabolism. 
Improper Prosthetic Loading: 
o Poor design or fit of the prosthetic component (crown, bridge, denture) 
attached to the implant. 


. Failure to Achieve Primary Stability: 


o Initial instability of the implant during placement can lead to micromovements 
and failure to integrate with the bone. 
Radiation Therapy: 
o Previous radiation treatment to the jawbone area can compromise bone quality 
and healing capacity. 
Parafunctional Habits: 
o Habits such as nail-biting, pencil chewing, or tongue thrusting that place 
undue stress on the implant. 
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30. 


31. 


32. 


33. 


34. 


35. 
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Medication Side Effects: 
o Certain medications (e.g., bisphosphonates) can affect bone metabolism and 
healing. 
Genetic Predisposition: 
o Some individuals may have a genetic predisposition to poor bone healing or 
integration with implants. 


Immediate Placement Post-Extraction: 
o Placing an implant immediately after tooth extraction without sufficient 
healing time can lead to poor integration. 
Inadequate Blood Supply: 
o Compromised blood supply to the implant site can affect healing and 
integration. 
Incorrect Implant Size or Position: 
o Using an implant of inappropriate size or placing it at an incorrect angle can 
lead to biomechanical issues. 
Inexperienced Surgeon: 
o Lack of experience and expertise in the clinician performing the implant 
procedure can result in technical errors. 
Poor Prosthetic Design: 
o The design of the prosthetic restoration must ensure proper function and load 
distribution; poor design can cause failure. 
Failure to Address Occlusal Issues: 
o Not managing occlusal discrepancies and misalignments can lead to excessive 
stress on the implant. 
Soft Tissue Health: 
o Healthy gingival tissue is crucial for implant success; issues such as recession 
or inadequate keratinized tissue can contribute to failure. 
Previous Implant Failures: 
o Patients with a history of previous implant failures may have underlying issues 
that could affect new implants. 
Poor Communication and Planning: 
o Lack of thorough planning and communication between the surgical and 
prosthetic teams can result in suboptimal outcomes. 
Age-Related Factors: 
o Advanced age can be associated with slower healing and lower bone density, 
affecting implant success. 
Nutritional Deficiencies: 
o Deficiencies in essential nutrients like calcium, vitamin D, and protein can 
impair bone healing and osseointegration. 
Psychological Factors: 
o Patient anxiety or unrealistic expectations can impact post-operative care and 
compliance. 
Lack of Regular Follow-Ups: 
o Failure to attend regular follow-up appointments for monitoring and 
maintenance can lead to undetected issues and implant failure. 
Poor Initial Consultation and Assessment: 
o Inadequate initial patient assessment can overlook critical factors like bone 
quality, systemic health, and oral hygiene status. 
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26. Basic Instruments 

Basic Surgical Instruments 

Scalpel and Blades: For precise incisions. 

Periosteal Elevators: To elevate and reflect soft tissue flaps. 

Tissue Forceps: For handling soft tissues delicately. 

Implant Surgical Kit 

Drill System: Includes pilot drills, twist drills, and countersink drills of various diameters. 
Depth Gauge: To measure osteotomy depth and ensure correct placement. 

Parallel Pins: To check the parallelism of multiple implant sites. 

Implant Components 

Implants: Sterile, appropriate size and type for the specific case. 

Cover Screws/Healing Abutments: To protect the implant during the healing phase. 
Temporary Abutments: For provisional restorations if immediate loading is planned. 
Prosthetic Instruments 

Impression Copings: For taking accurate impressions of the implant position. 
Transfer Keys: To transfer implant positions to the laboratory model. 

Screwdrivers: For various implant systems, including hex and torque drivers. 

Bone Management Tools 

Bone Chisels and Rongeurs: For reshaping and managing bone. 

Bone Grafting Instruments: Curettes and bone carriers for graft material placement. 
Soft Tissue Instruments 

Suture Kit: Including needle holders, scissors, and various suture materials. 
Hemostats: For controlling bleeding and tissue handling. 

Sterilization and Infection Control 

Autoclave: For sterilizing instruments before surgery. 

Sterile Drapes and Covers: To maintain a sterile field. 

Antiseptic Solutions: For prepping the surgical site. 

Patient Management Tools 

Local Anesthesia Setup: Syringes, needles, and anesthetic solutions. 


Suction Tips and Saliva Ejectors: For maintaining a clear surgical field. 
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Irrigation System: Sterile saline and irrigation syringes to cool the drill and flush the site. 
Diagnostic Tools 


Radiographic Equipment: Intraoral radiographs, panoramic X-rays, or CBCT for planning and 
verification. 


Probes and Explorers: For assessing the surgical site and implant stability. 
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27. Drilling Protocol 


Adhering to a structured drilling protocol enhances the success rate of dental implant placement 
by ensuring precise osteotomy creation and optimal implant stability. 


Objective: 

To create an osteotomy site in the jawbone for the precise placement of a dental implant. 
Steps: 

Pre-operative Planning: 

Assess patient's medical history and oral health. 

Use radiographic imaging (CBCT, X-rays) for bone quality and quantity evaluation. 
Develop a surgical guide based on diagnostic data. 

Patient Preparation: 

Ensure patient is informed about the procedure and consents. 

Administer appropriate anesthesia (local or general). 

Maintain sterile environment to prevent infection. 

Initial Drilling: 

Mark the implant site using a surgical template. 

Use a pilot drill to create an initial osteotomy, typically around 2mm in diameter. 
Check alignment and depth with radiographs or surgical stents. 

Sequential Drilling: 

Progress through a series of drills with increasing diameters to widen the osteotomy. 
Follow manufacturer-specific protocols for drill sizes and sequence. 

Use copious irrigation to avoid overheating the bone. 

Depth Control: 

Ensure drills are marked or equipped with stoppers to control the depth of the osteotomy. 
Verify depth periodically to match implant length. 

Site Inspection: 

Inspect the osteotomy site for proper shape and size. 

Remove any bone debris or remnants with irrigation. 

Implant Placement: 

Place the implant into the osteotomy using an insertion tool. 


Ensure proper torque and primary stability of the implant. 
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Adjust alignment if necessary to achieve optimal positioning. 
Post-operative Care: 
Suture the soft tissue to cover the implant if required. 


Provide patient with post-operative instructions and medications (antibiotics, pain 
management). 


Schedule follow-up visits to monitor healing and osseointegration. 
Considerations: 

Adapt drilling protocol based on bone density (soft, medium, hard). 
Maintain patient comfort and minimize trauma to surrounding tissues. 


Ensure aseptic technique throughout the procedure. 


Implant site preparation (osteotomy) for a 4.0-mm diameter, 10-mm length screw-type, 
threaded (external hex) implant in a sub-crestal position. A, Initial marking or preparation of 
the implant site with a round bur. B, Use of a 2-mm twist drill to establish depth and align the 
implant.C,Guide pin is placed in the osteotomy site to confirm position and 
angulation. D, Pilot drill is used to increase the diameter of the coronal aspect of the osteotomy 
site. E, Final drill used is the 3-mm twist drill to finish preparation of the osteotomy 
site. F, Countersink drill is used to widen the entrance of the recipient site and allow for the 
sub-crestal placement of the implant collar and cover screw. Note: An optional tap (not shown) 
can be used following this step to create screw threads in areas of dense bone. G, Implant is 
inserted into the prepared osteotomy site with a handpiece or handheld driver. Note: In systems 
that use an implant mount, it would be removed prior to placement of the cover screw. H, cover 
screw is placed and soft tissues are closed and sutured. 
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28. Suture 

Interrupted Sutures 

Versatility: Widely used for various surgical procedures. 

Advantages: Easy to place and adjust, providing good wound edge approximation. 
Application: Commonly used for closing flap margins and around individual implants. 
Continuous Sutures 

Speed: Faster to place over long incisions compared to interrupted sutures. 
Advantages: Distributes tension evenly along the suture line, reducing the risk of dehiscence. 
Application: Ideal for long incisions or where uniform tension distribution is needed. 
Horizontal Mattress Sutures 

Stability: Provides excellent wound edge eversion and stability. 

Advantages: Reduces tension across the wound, minimizing the risk of wound separation. 
Application: Useful for areas with high tension or for securing flaps in place. 

Vertical Mattress Sutures 

Precision: Ensures precise approximation of wound edges. 

Advantages: Combines deep and superficial suturing, promoting good wound healing. 
Application: Effective in areas where deep tissue support is needed. 

Figure-of-Eight Sutures 

Security: Provides additional security and stability to the suture line. 

Advantages: Reduces the risk of tissue eversion and dehiscence. 

Application: Often used around dental implants or to secure graft materials. 
Continuous Interlocking Sutures 

Strength: Provides a secure and tight closure. 

Advantages: Distributes tension evenly and resists suture line separation. 

Application: Suitable for long incisions or areas under significant stress. 

Sling Sutures 

Support: Provides support to soft tissues around implants. 

Advantages: Allows for precise positioning of tissues around the implant site. 
Application: Commonly used in peri-implant soft tissue management. 


These techniques are selected based on the specific surgical requirements, the anatomical 
location, and the desired outcome for tissue healing and implant stability. 
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FIGURE 9-7 MH Simple loop suture is used to approximate the buccal and lingual flaps. A, Needle 
penetrates the outer surface of the first flap. B, Undersurface of the opposite flap is engaged, and the 
suture is brought back to the initial side (C), where the knot is tied (D). (From Newman MG et al: Car- 
ranza's clinical periodontology, ed 10, St. Louis, 2006, Saunders Elsevier.) 


FIGURE 9-8 E Single, interrupted sling suture is used to adapt the flap around the tooth. A, Needle 
engages the outer surface of the flap and encircles the tooth (B). C, Outer surface of the same flap of the 
adjacent interdental area is engaged. D, Suture is returned to the initial site and the knot is tied. (From 
Newman MG et al: Carranza's clinical periodontology, ed 10, St. Louis, 2006, Saunders Elsevier.) 
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Figure 16.4 Continuous/uninterrupted sutures. 


Figure 16.6 (a) Internal vertical mattress suture continuous. (b) External vertical mattress 
suture continuous. 
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Figure 16.5 (a) Internal horizontal mattress suture continuous. (b) External horizontal 


mattress suture continuous. 


29. Occlusion 


Managing occlusion in dental implantology involves careful planning, regular monitoring, and 
appropriate adjustments to distribute occlusal forces evenly, prevent implant overload, and 
ensure the long-term success of the implant-supported prosthesis. 


Occlusal Load Distribution: Properly distribute occlusal forces to prevent implant overload 
and ensure longevity of the prosthetic restoration. 


Occlusal Scheme: 


Canine Guidance: Often preferred for single implants and fixed partial dentures to control 
lateral forces. 


Group Function: May be used in cases with multiple implants or full-arch restorations to 
distribute occlusal forces evenly across several teeth. 


Occlusal Adjustments: Regularly assess and adjust occlusion to accommodate changes in the 
prosthesis or natural dentition, preventing excessive stress on implants. 


Occlusal Surfaces: Design prosthetic crowns and bridges with appropriate occlusal anatomy 
to ensure even contact and force distribution during function. 


Implant-Protected Occlusion: A concept aiming to minimize lateral forces and ensure axial 
loading on implants, enhancing stability and longevity. 


Prosthetic Design: 
Cuspal Inclination: Shallower cuspal inclines reduce lateral forces and stress on implants. 
Occlusal Table Width: Narrower occlusal tables help in reducing the lateral loads on implants. 


Bite Force Considerations: Recognize the increased bite force in implant-supported 
prostheses compared to natural teeth, necessitating careful occlusal planning. 


Monitoring and Maintenance: Regular follow-ups to monitor occlusal wear, detect early 
signs of occlusal overload, and make necessary adjustments to maintain implant health. 


Inter-arch Relationships: Ensure proper alignment and coordination between upper and 
lower arches to achieve balanced and stable occlusion. 


Parafunctional Habits: Identify and manage habits like bruxism or clenching, which can exert 
excessive forces on implants, using occlusal guards if necessary. 
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FIGURE IV-1. Off-axis loading can result in unfavorable forces on the implant, jeopardizing the long-term suc- 
cess because of excessive lateral loads.' 


i2 A 


FIGUREIV-2. Placement of implonts, A, Linear placement of 4 implants. Lateral forces can result inevenival bone 
loss and implant failure. B, A slightly staggered arrangement provides more 3-dimensional stability.' 
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FIGURE IV-3. Ifan implantsupported crown is used as an abutment for a bridge using a natural tooth as the other 


abutment, the stress from the occlusal forces will be concentrated at the superior portion of the implant and can lead 
to fracture of the implant screw or abutment. 


FIGURE IV-7. Anteroposterior spread lines for cantilever stability. Edentulous maxilla with 6 implants placed and 
depiction of the quantitative determination for the ability to extend a prosthesis or framework. 


Crestal moment load 
Axial force component 
Buccal force component 


An implant loaded in the long axis does not increase the buccal force component of the load (far 
left). A 15-degree angle increases the buccal force component by 25.9% (middle). A 30-degree 
angle load increases the force by 50%. When the forces are applied along the long axis of an 
implant body, stresses are concentrated on the crestal region (far left). The intensity of the stress 
is not increased as a result of the position of the implant. The implant body in the center is 15 
degrees off the long axis. With an angled abutment of 15 degrees, the implant restoration is 
similar to the previous situation. However, now 25.9% greater stress is on the crestal bone; all 
other factors are similar. The implant body on the far right is 30 degrees off the long-axis load. 
With a 30-degree angled abutment, the crown may appear similar. However, the abutment 
screw, abutment-implant connection, and implant—bone interface are subject to a 50% increase 
in stress on the facial aspect of the system. (From Misch CE: Contemporary implant 
dentistry, ed 2, St Louis, 1999, Mosby.) 


25 Ibs 50 Ibs 


e Cantilevers are class-1 
levers, which increase the 
amount of stress on 
implants. 


* Twice the load applied at 
the cantilever will act on 
the abutment farthest from 
the cantilever, and the load 
on the abutment closest to For example, a 100-N force on the cantilever 

cantilever is the sum of the trip dra | 


other two components. 
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*If a 3 unit fixed prosthesis 
supported by 2 implants is 
cantilevered, stress is 
doubled. 


*If a 3 unit EP.D is 
supported by 3 implants 
stress is reduced to 1/3". 


Splinted larger diameter of 
implants decrease crestal load 


more Effectively(Sato Y ,et.al, 
2000) 


pr 


9-9 9 v 


Multiple implants must be staggered not placed in 
straight line 


Possible Overloading Factors 


Overextended cantilever 
e »15mm in the mandible 
(Shackleton et al. 1994) 
e »10-12mm in the maxilla 
(Rangert et al. 1989; Taylor 1991) 
Parafunctional habits/Heavy bite force 
Excessive premature contacts 
e  »180jm in monkey studies 
(Miyata et al. 2000) 
e = »100jm in human 
(Falk et al. 1990) 
Large occlusal table 
Steep cusp inclination 
Poor bone density/quality 
Inadequate number of implants 


Occlusal guidelines 


Clinical situations 


Full-arch fixed prosthesis 


Overdenture 


Posterior fixed prosthesis 


Single implant prosthesis 


Poor quality of bone/Grafted bone 


Occlusal principles 


Factors to consider in implant occlusion 


Increase support area 


Bilateral balanced occlusion with opposing 
complete denture 

Group function occlusion or mutually 
protected occlusion with shallow anterior 
guidance when opposing natural dentition 

No working and balancing contact on 
cantilever 

Infraocclusion in cantilever segment (100 um) 

Freedom in centric (1-1.5mm) 


Bilateral balanced occlusion using lingulized 
occlusion 

Monoplane occlusion on a severely resorbed 
ridge 

Anterior guidance with natural dentition 

Group function occlusion with compromised 
canines 

Centered contacts, narrow occlusal tables, flat 
cusps, minimized cantilever 

Cross bite posterior occlusion when necessary 

Natural tooth connection with rigid 
attachment when compromised support 


Anterior or lateral guidance with natural 
dentition 

Light contact at heavy bite and no contact at 
light bite 

Centered contacts (1-1.5 mm flat area) 

No offset contacts 

Increased proximal contact 


Longer healing time 
Progressive loading by staging diet and 
occlusal contacts/materials 


Implant occlusion 


Improve force direction 


Reduce force magnification 


Bone quality 
* Extended healing time 
* Progressive loading 
Bone quantity 

* Implant number 

* Implant diameter 

* [mplant length 

* Implant surface 


Occlusal morphology Occlusal contacts 
* Flat central fossa * Position 
e | Cusp inclination * Distribution 

* | Occlusal table Types of Prosthesis 

* Along implant axis e Cantilever length J 
* Centered contacts * Cross bite 


* Splinting 
Implant position 
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30. Soft Tissue Augmentation Techniques 
Connective Tissue Grafts (CTG) 


Procedure: Harvests connective tissue from a donor site, typically the palate, and places it 
around the implant to increase soft tissue volume and improve aesthetics. 


Indications: Used for augmenting thin gingival biotypes, covering exposed implant surfaces, 
and enhancing peri-implant aesthetics. 


Free Gingival Grafts (FGG) 


Procedure: Involves taking a section of tissue from the palate or another donor site and grafting 
it to the recipient site to increase the width of keratinized tissue. 


Indications: Effective for increasing keratinized tissue around implants to improve hygiene and 
reduce inflammation. 


Allogenic Soft Tissue Grafts 


Materials: Uses donor tissue (e.g., AlloDerm) processed to remove cellular components while 
retaining the extracellular matrix. 


Benefits: Eliminates the need for a second surgical site, reducing patient morbidity while 
providing volume and stability. 


Xenogenic Soft Tissue Grafts 


Materials: Uses animal-derived tissues (e.g., porcine collagen) processed to be biocompatible 
and safe for human use. 


Applications: Provides a scaffold for soft tissue regeneration, often used in conjunction with 
autogenous grafts. 


Soft Tissue Substitutes 


Materials: Synthetic or natural materials that mimic the properties of natural soft tissue, such 
as collagen matrices or acellular dermal matrices. 


Indications: Used when autogenous grafts are not feasible or to enhance the volume and quality 
of peri-implant soft tissue. 


Pedicle Grafts 


Procedure: Uses adjacent tissue that remains attached at one end (pedicle) to cover defects or 
augment soft tissue around implants. 


Benefits: Maintains blood supply from the pedicle, enhancing graft survival and integration. 
Coronally Advanced Flaps (CAF) 


Technique: Involves repositioning the gingival tissue coronally to cover exposed implant 
surfaces or augment the soft tissue profile. 


Applications: Effective for treating gingival recession and improving aesthetics around 
implants. 
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Vascularized Interpositional Periosteal-Connective Tissue (VIP-CT) Flap 


Technique: Combines a connective tissue graft with a flap that retains its blood supply to 
enhance vascularization and healing. 


Benefits: Provides robust tissue coverage with excellent vascular support for implant sites. 
Soft Tissue Expansion 


Technique: Gradually expands the soft tissue using inflatable devices or other means to create 
additional soft tissue volume for implant sites. 


Indications: Useful in cases with limited soft tissue availability, providing sufficient tissue for 
coverage and aesthetics. 


Minimally Invasive Techniques 


Methods: Utilizing techniques such as tunneling or pinhole approaches to place grafts with 
minimal incisions and reduced patient discomfort. 


Benefits: Promotes faster healing and less postoperative pain while achieving effective soft 
tissue augmentation. 


Evolutionary history of soft tissue augmentation 


“Laterally sliding flap" 
(Grupe 1965, Corn 1964, Robinson 1964) 


Vestibular/ 


gingival 
extension 
procedures 
"Denudation "Periosteal retention" "Coronally advanced flap" 
techniques" "Split flap" (Kalmi 1949, Bernimoulin 1975, Allen&Miller 1989) 
(Ochsenbein 1960, (Staffileno 1962, : 
Cor 1962 Wilderman 196s, 
Wilderman 1964) Pfeifer 1966) 
Soft tissue 
substitue 


(Sanz 2009, Thoma 2016) 


“Connective tissue graft” "Free gingival graft” 


(Edel 1974, Karring&Loe 1975) (Bjorn 1963) 4 
Free soft tissue 
graft procedures 


31. Alveolar Ridge Split/Expansion 
Indications 


Narrow Alveolar Ridge: Used primarily to widen narrow alveolar ridges for implant 
placement. 


Anterior Maxilla: Often indicated in the anterior maxilla due to its thinner cortical bone. 


Horizontal Bone Deficiency: Effective for horizontal bone augmentation in cases with 
sufficient vertical bone height. 


Minimal Bone Resorption: Best suited for cases with minimal bone resorption where other 
grafting techniques are not necessary. 


Contraindications 


Severe Bone Resorption: Not suitable for severely resorbed ridges with insufficient vertical 
bone height. 


Poor Bone Quality: Avoid in patients with poor bone quality or density. 


Infection or Pathology: Contraindicated in the presence of active infections or pathological 
conditions at the surgical site. 


Medical Conditions: Patients with systemic conditions affecting bone healing, such as 
uncontrolled diabetes or osteoporosis. 


Guidelines 


Preoperative Assessment: Thorough clinical and radiographic evaluation to assess ridge width 
and bone quality. 


Patient Selection: Careful selection of patients based on indications and contraindications. 


Surgical Technique: Use piezoelectric or motorized saws for precise osteotomies, followed by 
gradual expansion with chisels or expanders. 


Flap Management: Proper flap design to ensure adequate blood supply and minimize soft 
tissue complications. 


Postoperative Care: Adequate postoperative care, including antibiotics, analgesics, and soft 
diet to ensure proper healing. 


Follow-up: Regular follow-up to monitor healing and detect any complications early. 


Training and Experience: Ensure the procedure is performed by clinicians with adequate 
training and experience in ridge expansion techniques. 
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Ridge Expansion Kit 


6 bone expander diameters 


4 score lines per 
expander 


13mm 
— 11.5mm 
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Initial drilling Cutting across the narrow ridge 
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Initial expansion with bone chisel ^ Sequential bone expansion 


Latch 
AS 


Ridge Split 


Implant placement Application of graft material 
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32.Socket Shield Technique 
Indications 


Immediate Implant Placement: Suitable for cases where immediate implant placement is 
planned. 


Preservation of Buccal Plate: Ideal for maintaining the buccal bone plate in the anterior 
maxilla. 


Aesthetic Areas: Recommended in aesthetic zones to preserve gingival contour and avoid soft 
tissue recession. 


Thin Buccal Bone: Effective in patients with thin buccal bone where conventional extraction 
may lead to bone loss. 


Contraindications 


Infection or Inflammation: Not recommended in sites with active infection or chronic 
inflammation. 


Severe Bone Loss: Avoid in cases with significant buccal bone loss or dehiscence. 


Complex Root Anatomy: Contraindicated in teeth with complex root anatomy that complicates 
partial extraction. 


Periodontal Disease: Not suitable for teeth with advanced periodontal disease or severe 
mobility. 


Guidelines 


Preoperative Planning: Detailed clinical and radiographic evaluation, including CBCT, to 
assess root and bone morphology. 


Partial Extraction: Carefully section and preserve the buccal portion of the root, ensuring it 
remains stable and intact. 


Flapless Approach: Utilize a flapless or minimally invasive approach to preserve blood supply 
and soft tissue integrity. 


Implant Positioning: Place the implant palatally or centrally, ensuring primary stability 
without disturbing the socket shield. 


Shield Preparation: Smooth and reduce the shield to below the bone crest level to avoid 
exposure. 


Postoperative Care: Provide appropriate postoperative care, including antibiotics, analgesics, 
and soft diet recommendations. 


Follow-up: Schedule regular follow-up visits to monitor healing, shield stability, and implant 
integration. 


Surgeon Experience: Ensure the procedure is performed by a clinician experienced in the 
socket shield technique to minimize risks and complications. 
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SOCKET SHIELD Tooth split supra gingivally and 
TECHNIQUE crown fragment is removed. 


—A GUARD ; 


a. Unrestorable crown 


Root divided as 1:3 and 2:3 
ratio using long shank root 
resection bur 


b. Tooth with or without 

periapical pathology 
Palatal 2/3 root is removed. 

Width of buccal shield retained 


is 1.5-2mm 
A The height of buccal shield is 
4 


c. Immediate implant 
placement 

d. Preserves the ridge — by 
preventing the buccal 
collapse 


reduced to alveolar crest level 


a. Mobile teeth and S-shaped bevel given. 


b. Large periapical 

pathology 

c. Teeth out of arch ] ] 

Implant placed with optimum 

gap of 1.5mm from the shield. 
>3mm gap - grafting done 


d. Vertical root fracture 
e. Bisphosphonates 
f. Radiation therapy 


g. Anti coagulant therapy p 


Restored with crown 


ADVANTAGES: 
Minimally invasive procedure 
Preserve the root — maintaining hard 
tissues & soft tissue contour 


COMPLICATIONS: 
* Implant failure 
=  [nfection 


DISADVANTAGES: 


= Exposure of socket shield 
= Mobility of socket shield 

= Migration of the buccal 
fragment 


* Technically sensitive 
* Displacement of buccal root fragment 
* Long term results — not available 


33.Flapless Dental Implant Placement 
Indications 


Adequate Bone Volume: Sufficient bone height and width for implant stability without the 
need for additional bone grafting. 


Good Soft Tissue Health: Healthy soft tissue with adequate keratinized gingiva around the 
implant site. 


Single Tooth Replacement: Often used for single tooth replacement in aesthetic zones to 
preserve soft tissue contours. 


Patient Preference: Patients desiring a less invasive procedure with reduced postoperative 
discomfort and faster recovery. 


Experienced Clinician: Suitable for clinicians with significant experience and precision in 
implant placement. 


Contraindications 


Inadequate Bone Volume: Insufficient bone volume or quality requiring bone augmentation 
procedures. 


Compromised Soft Tissue: Poor soft tissue health, lack of keratinized gingiva, or thin biotype 
that may compromise outcomes. 


Complex Anatomical Structures: Proximity to critical anatomical structures (e.g., nerves, 
sinus) that require visual access during surgery. 


Inflammation or Infection: Presence of active infection or inflammation at the implant site. 


Uncontrolled Systemic Conditions: Patients with systemic conditions affecting healing, such 
as uncontrolled diabetes. 


Guidelines 


Preoperative Assessment: Comprehensive clinical and radiographic evaluation, including 
CBCT, to assess bone and soft tissue conditions. 


Treatment Planning: Detailed planning using digital tools and guided surgery techniques to 
ensure precise implant placement. 


Minimally Invasive Technique: Perform the procedure without raising a flap, using a tissue 
punch or guided drill to create the implant osteotomy. 


Implant Positioning: Ensure accurate implant positioning and angulation to avoid 
complications and ensure optimal prosthetic outcomes. 


Primary Stability: Achieve adequate primary stability of the implant for successful 
osseointegration. 


Immediate Restoration: Consider immediate provisional restoration if primary stability and 
occlusal conditions allow. 
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Postoperative Care: Provide detailed postoperative instructions, including hygiene 
maintenance and dietary recommendations. 


Follow-up: Schedule regular follow-up visits to monitor healing, check implant stability, and 
assess soft tissue integration. 


Surgeon Expertise: Ensure the procedure is performed by a clinician with expertise in flapless 
implant placement to minimize risks and enhance success rates. 


d dental implant surgery Flapless dental implant surgery 


Reduced duration and less traumatic surgery, rapid 
healing, very few complications, and improved patient 
acceptanc 


Figure 1. Chart showing the comparison between flapped and flapless implant surgery. This figure has been drawn utilizing the premium version of 
BioRender with the License number KA256LFY6Y. Image Credit: Susmita Sinha. 


FIGURE VI-1. Flapless surgery. A, Preoperative view. B, Tissue excised in the exact diameter of the implant to be 
placed using a tissue punch. C, Tissue removed. D, Implant placement. ' 
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34.Immediate Implant Placement After Tooth Extraction 


Indications 
e Suitable for single or multiple tooth extractions where sufficient primary stability can 
be achieved. 
e Ideal for patients with good oral hygiene and without active infections at the extraction 
site. 
Pre-Surgical Assessment 
e Conduct a thorough clinical examination and radiographic evaluation using CBCT 
scans. 
e Assess bone quality, quantity, and the presence of any infection or pathology. 


Extraction Technique 


e Perform atraumatic extraction to preserve the alveolar bone and soft tissue. 
e Use periotomes or piezosurgery to minimize trauma. 


Implant Placement 
e Select an implant with appropriate dimensions to achieve primary stability. 
e Place the implant in the optimal position to ensure proper prosthetic alignment. 
e Consider using bone grafts to fill any gaps between the implant and the socket walls. 


Primary Stability 


e Ensure adequate primary stability (235 Ncm insertion torque) for immediate placement. 
e Utilize adjunctive measures such as guided bone regeneration (GBR) if necessary. 


Soft Tissue Management 


e Preserve and adapt the soft tissue to achieve good esthetic outcomes. 
e Consider connective tissue grafts or soft tissue substitutes if needed. 


Provisionalization 
e Provide a temporary restoration if immediate loading is planned, ensuring it is out of 
occlusion to avoid premature loading. 
e Ensure the provisional restoration supports soft tissue healing and maintains the 
emergence profile. 


Post-Operative Care 


e Prescribe antibiotics, analgesics, and chlorhexidine mouthwash. 
e Advise the patient on a soft diet and to avoid disturbing the surgical site. 


Follow-Up 
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e Schedule regular follow-up appointments to monitor healing and osseointegration. 
e Assess soft tissue condition and implant stability at each visit. 


e Patient Education 


e Instruct the patient on maintaining excellent oral hygiene. 
e Provide detailed post-operative care instructions and address any concerns promptly. 


FIGURE VIII-1. A, B, An implant placed into a fresh extraction socket must have a precise fit along the apical 
4 mm of the implant. The implant should be countersunk below the crest of the bone. Gaps between the implant 
and tooth socket are most often grafted with autogenous or allogeneic bone, with or without bone morphogenetic 


protein.’ 


Table 4. Possible Therapies Available to Treat the Buccal Gap After Immediate Implant Placement: 


With and Without Flap Elevation56 


A. WITH FLAP ELEVATION 


1. NO ADDITIONAL TREATMENT (NO BONE GRAFT OR BARRIER USED) 


a. Flap placed over the defect 


b. Flap positioned at bone crest leaving the gap exposed 


2. BONE GRAFT PLACED INTO THE DEFECT WITH OR WITHOUT GROWTH FACTORS 


a. Flap placed over the defect 


b. Flap positioned at bone crest, leaving the gap exposed 


3. BARRIER PLACED OVER DEFECT 
a. Flap advancement is usually necessary to attain primary closure 


b. No flap advancement and use of nonresorbable 
or resorbable barrier or connective tissue graft 


4. BARRIER PLACED OVER BONE GRAFT 
a. Flap advancement is usually necessary to attain primary closure 


b. No flap advancement and use of nonresorbable or resorbable barrier 
or connective tissue graft 


5. TEMPORIZATION OF IMPLANT AND ABUTMENT 


B. NO FLAP ELEVATION (FLAPLESS IMPLANT INSERTION) 
1. THE GAP IS LEFT OPEN WITH NO ADDITIONAL THERAPY 


2. BONE IS PLACED WITHIN THE GAP 


ADVANTAGE 


Covers defect 


Easier 


Covers defect 


Covers barrier 


Easier 


Covers barrier 


Easier 


Supports 
soft tissue 


ADVANTAGE 


Easier 


DISADVANTAGE 


This may require flap advancement 
Increased morbidity (edema and ecchymosis) 
Soft tissue may invade gap 


Plaque and food may get trapped in void 
if clot is not retained 


This may require flap advancement 
Increased morbidity (edema and ecchymosis) 
Soft tissue may invade bone graft 


Plaque and food may get trapped in void 
if clot is not retained 


Increased morbidity (edema and ecchymosis) 


Nonresorbable barrier-exposure/infection 
Resorbable barrier-rapid dissolution in mouth 


Increased morbidity (edema and ecchymosis) 
Nonresorbable barrier-exposure/infection 


Nonresorbable barrier-exposure/infection 
Resorbable barrier-rapid dissolution in mouth 


Additional work at time of surgery 
Sufficient primary stability required 
Reasonable restorative position required 


DISADVANTAGE 


Plaque and food may get trapped in void 
if clot is not retained 


Bone particles may be displaced 


3. TEMPORIZATION OF IMPLANT AND ABUTMENT WITH EITHER OF THE ABOVE Supports soft tissue Additional work at time of surgery 


35.PRF 
Protocol for PRF (Platelet-Rich Fibrin) 
Blood Collection: Collect patient's blood in 10 mL glass-coated tubes without anticoagulants. 
Centrifugation 
Use a centrifuge at 2700 rpm for 12 minutes. 


The process separates the blood into three layers: red blood cells at the bottom, PRF clot in the 
middle, and platelet-poor plasma at the top. 


Collection of PRF 
Extract the PRF clot from the middle layer using sterile instruments. 
Remove any red blood cells attached to the PRF clot. 


Usage: Use the PRF clot immediately for surgical procedures or store it temporarily in a sterile 
environment if needed. 


Advantages of PRF 


Enhanced Healing: Promotes faster and more effective tissue regeneration due to the presence 
of growth factors. 


Autologous Nature: Derived from the patient's own blood, reducing the risk of immune 
reactions and infections. 


Cost-Effective: Relatively low cost compared to other biomaterials and growth factor products. 


Versatility: Can be used in various dental and medical procedures, including implantology, oral 
surgery, and wound healing. 


Simple Preparation: Requires minimal preparation time and equipment. 

Uses of PRF 

Dental Implants: Enhances bone regeneration and soft tissue healing around implants. 
Periodontal Surgery: Improves healing in periodontal defects and gum surgeries. 


Oral and Maxillofacial Surgery: Assists in bone grafting, sinus lifts, and other reconstructive 
procedures. 


Wound Healing: Promotes healing in chronic wounds, ulcers, and post-surgical sites. 


Aesthetic Medicine: Used in facial rejuvenation and other cosmetic procedures to enhance skin 
healing and regeneration. 


Key Points 
Patient Selection: Ideal for patients without blood disorders or infections. 


Sterility: Maintain strict aseptic conditions during blood collection and PRF preparation. 
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Immediate Use: PRF should be used immediately after preparation to ensure maximum 
effectiveness. 


Customization: Protocols can be adjusted based on specific clinical needs and patient 
conditions. 


Monitoring: Follow up with patients to monitor healing progress and manage any 
complications. 


Guidelines 


Training and Competency: Ensure all personnel involved in the PRF protocol are adequately 
trained and competent in the procedure. 


Equipment Maintenance: Regularly check and maintain centrifuges and other equipment to 
ensure proper functioning. 


Patient Communication: Educate patients about the benefits, risks, and procedure of PRF 
therapy. 


Documentation: Keep detailed records of the PRF preparation process, including centrifugation 
settings and patient information. 


Safety Protocols: Follow safety guidelines to prevent contamination and ensure the quality of 
PRF, including the use of personal protective equipment (PPE) and sterile techniques. 


PRF is a valuable tool in regenerative medicine and dentistry, offering numerous benefits and 
wide-ranging applications with minimal risks. Proper adherence to protocols and guidelines 
ensures the effectiveness and safety of PRF treatments. 


o — ™ 
| i-PRF x 
CHOUKADUN pju 
100% NATURAL injectable Platelet Rich Fibrin 
Sn COLLECTED FROM PATIENT'S BLOOD — 


-PREFE 2013 
O ANTI-COAGULANTS A-F Platelet Rich Miri 
Advanced Platelet Rich Fibrin 


Ny NO BY-PRODUCTS 


Ne NO IMMUNOLOGICAL REACTIONS L ne PRF 2008 


Leukocyte Platelet Rich Fibrin 


PRF 20 


CHOUKROUN J 
Platelet Rich Fibrin d 


IMPROVED PATIENT SATISFACTION 


Various PRF Centrifuge protocols 


L-PRF 2700 rpm 12 mins 
T-PRF 2700 rpm 12 mins 
A-PRF 1500 rpm 14 mins 
I-PRF 700 rpm 3-4 mins 

CGF 2400 -2700rpm 12 mins 


AFG 2400-2700 rpm 2 mins 
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X 1 Bone Mixing Bowl X 1 Semken Tweezers 1x2 
— " (8 , —— AS 
^ X 1 Bone Packer / Plugger 


X 1 PRF & GRF Complete System Cassette 


X 1 LaGrange 12cm X 1 Goldman fox 13cm 


X1 BONE GRAFT/CARRIER TITANIUM COATED TIPS 


—— AN TIERE IL UI à 
- X 


X 1 Gritman ( GFR & PRF Carrier ) 


@ To separate easily the fibrin clot from the red cells: Put the clot on the mini-tray covered with a gauze and use the 
closed scissors to peel off the red clot. 


@ Putthe PHF clots on the BoX grid and cover 
them with the tray, then put the lid on (always]. 


Use a syringe with a 
green needle 


Benetrate the / 
stopper with the 
needle inclined 


so that the r 
bevel is close to Aspirate and Remove the needle 


the tübewall collect the maintaining suction 
supernatant 


End of centrifugation 


36.Impression Taking Techniques 
Open Tray Technique 


Accuracy: Ensures precise capture of implant positions, especially useful for multiple or non- 
parallel implants. 


Direct Transfer: Impression coping remains in the impression, maintaining the exact implant 
location. 


Complex Cases: Ideal for complicated cases with angulated abutments or non-parallel 
implants. 


Closed Tray Technique 
Simplicity: Easier and faster to execute, preferred for single implants or straightforward cases. 
Patient Comfort: Less intraoral manipulation, enhancing patient comfort. 


Convenience: Impression coping remains in the mouth, simplifying the process for the 
clinician. 


Intraoral Scanner Technique 


Digital Precision: Provides highly accurate digital impressions, reducing errors associated with 
traditional materials. 


Efficiency: Faster and often more comfortable for patients, with real-time feedback and fewer 
retakes. 


Integration: Easily integrates with CAD/CAM systems for immediate digital workflow, 
improving turnaround time for restorations. 


Non-invasive: Eliminates the need for impression materials, enhancing patient experience and 
hygiene. 


Each technique has its advantages depending on the clinical scenario, the number and 
angulation of implants, the complexity of the case, and the technology available to the clinician. 
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Table 22.1 Comparison between open and closed tray implant impression taking. 


Factors 


Ease of use 


Tray 
preparation 


Inter-occlusal 
space 
Multiple unit 
splinting 


Precision of 
impression 


Divergent 
implants 


Depth of 
implants 


Transfer (closed tray) coping 
Simpler, may be better for 
gagging patients 


None 


Less space required. Simpler in 
posterior region 


Not possible 


Possible inaccuracy due to having 
to reinsert the coping back into 
the impression 


Difficult to remove impression 


Deeper placement may preclude 
use of a closed tray coping as it 
may not engage the impression 
material sufficiently 


Pick up (open tray) coping 


More steps involved 


Tray must be perforated where the 
impression coping is situated 


More space is required to access 
screw to insert and remove coping 


Possible 


Less inaccuracy due to coping 
remaining in the impression 


Simpler to remove impression 


Impression coping is square and 
can engage impression material 
and can be modified if required 


Figure 22.1 Open tray impression copings. Notice the square form of the coping which is 
picked up in the impression. 


Figure 22.2 Customised impression coping in place, supporting and reproducing the gingival 
architecture developed by the provisional restoration. This has been customised by inserting 
flowable composite resin in the submergence region and polymerising the material so that it 


sets in the profile of the developed submergence profile. 
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37.Implant Crown Delivery 


Occlusal Adjustment: Ensure proper occlusion to prevent overloading the implant. Adjust the 
crown to achieve balanced contact in centric and excursive movements. 


Passive Fit: Verify that the crown fits passively on the abutment or implant without causing 
stress or strain, which can lead to complications. 


Marginal Integrity: Check the margins of the crown for a precise fit to prevent bacterial 
infiltration and ensure periodontal health. 


Soft Tissue Health: Assess and manage the peri-implant soft tissues to ensure they are healthy 
and well-contoured around the crown. 


Cementation: If using a cement-retained crown, ensure complete removal of excess cement to 
avoid peri-implantitis. Alternatively, consider screw-retained crowns for easier maintenance. 


Aesthetics: Evaluate the crown for proper color, shape, and alignment to achieve a natural and 
pleasing appearance. 


Radiographic Verification: Take a radiograph to confirm the correct seating of the crown and 
to check for any gaps or misfit. 


Patient Instructions: Educate the patient on proper oral hygiene practices and the importance 
of regular follow-up visits to maintain the health of the implant and surrounding tissues. 


Provisionalization: Consider using a provisional crown to shape the gingival tissue and 
evaluate aesthetics and function before delivering the final crown. 


Follow-up: Schedule follow-up appointments to monitor the implant and crown, ensuring 
long-term success and addressing any issues promptly. 
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38.Contraindications 


Uncontrolled Diabetes: Patients with uncontrolled diabetes have impaired healing abilities, 
increasing the risk of implant failure due to poor osseointegration. Example: A patient with an 
HbA Ic level above 8% is typically not considered an ideal candidate until their diabetes is 
better managed. 


Severe Osteoporosis: This condition weakens bones, making it difficult for the implant to 
achieve stable integration. Example: A patient taking long-term bisphosphonates for 
osteoporosis may have compromised bone quality, posing a higher risk for implant 
complications. 


Active Periodontal Disease: Ongoing gum disease can lead to infection and bone loss around 
the implant site. Example: A patient with untreated periodontitis should first undergo 
periodontal therapy before considering implant placement. 


Heavy Smoking: Smoking affects blood flow and healing, increasing the risk of implant 
failure. Example: A patient who smokes more than 10 cigarettes a day may be advised to quit 
smoking to improve implant success rates. 


Certain Medications: Medications like corticosteroids or immunosuppressants can impair 
healing and immune response. Example: A patient on long-term corticosteroid therapy for 
rheumatoid arthritis may face increased risks during the healing phase of implant treatment. 


Insufficient Bone Density or Volume: Adequate bone is necessary to support the implant. 
Example: A patient with significant bone loss in the jaw due to prolonged tooth loss might need 
bone grafting before implant placement. 


Radiation Therapy to the Jaw: Previous radiation can damage bone and soft tissue, 
complicating healing. Example: A patient who has undergone radiation therapy for head and 
neck cancer may have compromised tissue health, making implant placement challenging. 


Poor Oral Hygiene: Good oral hygiene is essential for implant maintenance. Example: A 
patient with a history of poor oral hygiene and recurrent dental infections may be at higher risk 
for implant failure unless their oral care habits improve. 


Table 2.1 Relative contraindications to implant surgery. 


Diabetes 

Tobacco use 

Uncontrolled cardiovascular disease/hypertension 
Cancer/leukaemia 

Renal/liver problems 

Bisphosphonate medications 

Blood disorders/anticoagulant therapy 
HIV/immunosuppression 

Alcohol abuse 

Psychological disorders 

Pregnancy 


Irradiation 
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39.Bone Level Implant vs. Tissue Level Implant 
Bone Level Implants 


Placement: These implants are positioned at the level of the bone, typically below the gum 
line. 


Design: They have a conical or cylindrical shape with a rough surface to promote 
osseointegration (bonding with bone). 


Advantages: 

Improved aesthetic outcomes due to better alignment with the gum line. 

Greater flexibility in restorative options, allowing for different abutments and crowns. 
Better for cases with limited vertical bone height. 

Disadvantages: 

Requires precise surgical technique to avoid complications. 

May be associated with higher risk of peri-implantitis if not properly maintained. 
Tissue Level Implants 


Placement: These implants are placed at the level of the soft tissue, with the top of the implant 
positioned above the gum line. 


Design: Typically, they have a smooth collar that extends above the gum line, reducing 
bacterial colonization. 


Advantages: 


Simpler surgical procedure with potentially lower risk of infection due to reduced bacterial 
infiltration. 


Often used in the posterior regions where aesthetics are less critical. 
Easier to clean and maintain due to the collar design. 
Disadvantages: 


May present aesthetic challenges, particularly in the anterior region where gum line aesthetics 
are important. 


Limited restorative flexibility compared to bone level implants. 
Summary 


Bone level implants offer better aesthetic outcomes and flexibility but require precise 
placement and maintenance. Tissue level implants are easier to place and maintain but may not 
provide the same aesthetic results, particularly in visible areas. The choice between these 
implants depends on the specific clinical scenario, patient needs, and aesthetic considerations. 
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40.Platform Switching vs. Platform Matching 
Platform Switching 


Concept: Involves using an abutment that is narrower than the diameter of the implant 
platform. 


Design: The abutment-implant junction is shifted inward, creating a horizontal offset. 
Advantages: 


Reduces bone resorption around the implant neck by minimizing the bacterial load and 
mechanical stress at the bone-implant interface. Enhances soft tissue stability and preservation, 
contributing to better long-term aesthetic outcomes. Promotes peri-implant bone preservation, 
which is crucial for the longevity of the implant. 


Disadvantages: 


May require careful planning and selection of compatible components. Limited availability of 
compatible abutments and components from some manufacturers. 


Platform Matching 

Concept: Involves using an abutment with the same diameter as the implant platform. 
Design: The abutment-implant junction aligns directly with the implant platform. 
Advantages: 


Simpler to plan and execute, with readily available components. Commonly used and well- 
documented in clinical practice. Easier to understand and implement without specialized 
training. 


Disadvantages: 


Higher risk of bone resorption around the implant neck due to micro-gaps and bacterial 
colonization at the implant-abutment interface. May lead to increased mechanical stress at the 
bone-implant junction, potentially compromising implant stability over time. 


Summary: Platform switching helps preserve peri-implant bone and soft tissue by reducing 
stress and bacterial load at the bone-implant interface, offering better long-term aesthetic 
outcomes. Platform matching is simpler and more commonly used but may result in higher 
bone resorption and less favorable long-term stability. The choice between these approaches 
depends on clinical goals, patient-specific factors, and available implant components. 


In an attempt to improve long- 
term bone maintenance around 
implants, an implant-to 
abutment connection referred to 


as “platform switching” has been 
proposed. 


41.Hex vs. Non-Hex 


Hex Implants 
Clinical Applications: 


e General Use: Commonly used in a wide range of dental implant procedures due to their 
long history of success and extensive availability of compatible components. 

e Restorative Procedures: Preferred for cases requiring robust anti-rotation stability, 
such as single-tooth restorations and multi-unit bridges. 

e Prosthetic Versatility: Ideal for situations where a broad range of prosthetic options 
and components are needed, accommodating diverse patient needs and clinical 
scenarios. 


Advantages: 


e Well-established with proven track records. 
e Good anti-rotation stability, reducing the risk of abutment loosening. 
e Wide compatibility with various prosthetic components. 


Non-Hex Implants 
Clinical Applications: 


e Advanced Procedures: Suitable for cases requiring enhanced stability and reduced 
micro-movement, such as in patients with poor bone quality or complex restorations. 

e Peri-implant Health: Beneficial in situations where a better seal against bacterial 
infiltration is crucial to prevent peri-implantitis and other complications. 

e Load Distribution: Ideal for cases needing even distribution of mechanical forces, 
which can reduce stress on the implant and surrounding bone, especially in full-arch 
restorations or areas with high occlusal loads. 


Advantages: 
e Improved stability and reduced micro-movement at the implant-abutment interface. 


e Better bacterial seal, potentially lowering the risk of peri-implantitis. 
e More even distribution of mechanical forces, reducing implant and bone stress. 
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42.Implant Fixtures with or without Mount 


Implant Fixtures with Mount: 
Clinical Applications: 


e Standard Procedures: Commonly used in routine dental implant surgeries where 
straightforward placement and alignment are sufficient. 

e Initial Stability: Beneficial for cases requiring immediate placement stability, as the 
mount aids in securing the implant during insertion. 

e Training and Education: Ideal for training purposes, helping practitioners achieve 
accurate placement and alignment. 


Advantages: 


e Provides a guide for accurate implant placement, enhancing initial stability. 
e Facilitates easier handling and positioning during surgery. 
e Useful for less experienced practitioners or in educational settings. 


Disadvantages: 


e The mount must be removed after initial placement, adding an extra step in the 
procedure. 
e May limit visibility and access in certain clinical scenarios. 


Implant Fixtures without Mount: 
Clinical Applications: 


e Advanced and Complex Cases: Suitable for complex or advanced implant procedures 
where precise customization and flexibility are required. 

e Limited Access Areas: Ideal for areas with restricted access or visibility, such as 
posterior regions or narrow ridges. 

e Immediate Loading: Often used in immediate loading protocols where the implant 
must be immediately functional after placement. 


Advantages: 


e Greater flexibility and control during placement, allowing for customization to 
individual patient anatomy. 

e Reduced procedural steps, as there is no need to remove a mount. 

e Enhanced visibility and access in challenging clinical scenarios. 


Disadvantages: 
e Requires higher skill level and experience for accurate placement. 


e May lack the initial stability provided by mounted implants, depending on the clinical 
situation. 
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43.Verification Jig 
Verification Jig 


Purpose: A verification jig is a custom-made device used to ensure the accuracy and alignment 
of dental implants before the final prosthesis fabrication. 


Design: Typically constructed from materials like acrylic resin or metal, the jig replicates the 
positions of the implants as determined during the initial planning phase. 


Functions and Benefits 


Accuracy: Ensures the precise transfer of the implant positions from the patient's mouth to the 
dental lab, reducing errors in the final prosthesis. 


Alignment Check: Verifies that the implants are correctly aligned and parallel, which is crucial 
for the success and longevity of the implant-supported prosthesis. 


Fit Assessment: Confirms the passive fit of the framework on the implants, preventing stress 
on the implants and surrounding bone. 


Correction Identification: Identifies any discrepancies or misalignments early in the process, 
allowing for corrections before the final prosthesis is made. 


Improved Outcomes: Contributes to better clinical outcomes by ensuring that the final 
prosthesis fits accurately, enhancing comfort, function, and aesthetics for the patient. 


Usage Process 
Initial Placement: After implant placement, an impression is taken, and a master cast is created. 
Jig Fabrication: The verification jig is fabricated based on the master cast. 


Clinical Try-In: The jig is placed in the patient's mouth to verify the accuracy of implant 
positions and alignment. 


Adjustment: Any necessary adjustments are made to the jig or the implant positions. 


Final Prosthesis: Once accuracy is confirmed, the final prosthesis is fabricated based on the 
verified positions. 


Considerations 


Material Choice: The material of the jig should be rigid and stable to ensure accurate 
verification. 


Clinical Skill: Proper use of the verification jig requires clinical expertise to interpret the fit 
and make necessary adjustments. 


Time and Cost: Using a verification jig can add to the overall treatment time and cost but is 
often justified by the improved accuracy and outcomes. 


Summary 


A verification jig is a crucial tool in dental implantology used to ensure the precise alignment 
and fit of dental implants before fabricating the final prosthesis. It improves clinical outcomes 
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by verifying implant positions, ensuring passive fit, and identifying discrepancies early, 
contributing to enhanced accuracy, function, and aesthetics of the implant-supported 
prosthesis. 
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44.Multi-Unit Abutment System 


Purpose: A multi-unit abutment system is used to support and stabilize dental prostheses, 
especially in cases involving multiple implants, such as full-arch restorations. 


Design: These abutments connect dental implants to the final prosthesis, allowing for 
angulation correction and improved prosthetic fit. 


Functions and Benefits 


Angulation Correction: Can correct implant angulations up to 45 degrees, ensuring 
optimal alignment of the prosthesis. 

Improved Access: Facilitates easier access for oral hygiene and maintenance, 
enhancing the long-term health of the implants. 

Load Distribution: Distributes occlusal forces evenly across the implants, reducing 
stress on individual implants and surrounding bone. 

Versatility: Suitable for various prosthetic designs, including screw-retained and 
cement-retained restorations. 

Ease of Prosthesis Retrieval: Allows for easy removal and replacement of the 
prosthesis for maintenance or repair, improving patient convenience and prosthesis 
longevity. 


Usage Process 


1. Implant Placement: Implants are placed in the jawbone based on the treatment plan. 
Selection and Placement: Multi-unit abutments are selected based on the angulation 
and prosthetic requirements, then attached to the implants. 

3. Impression Taking: An impression is taken to capture the precise position and 
angulation of the multi-unit abutments. 

4. Prosthesis Fabrication: The final prosthesis is fabricated in the dental lab, tailored to 
the patient's specific needs. 

5. Prosthesis Attachment: The final prosthesis is attached to the multi-unit abutments, 
ensuring a secure and stable fit. 

Considerations 


Surgical Skill: Proper placement and selection of multi-unit abutments require surgical 
expertise. 

Cost: Multi-unit abutments and associated components may add to the overall cost of 
the implant treatment. 

Prosthetic Design: The choice of abutment system should align with the desired 
prosthetic design and patient-specific factors. 


Summary: Multi-unit abutment systems are essential in dental implantology for supporting 
and stabilizing multiple implants, particularly in full-arch restorations. They offer angulation 
correction, improved access for hygiene, even load distribution, and ease of prosthesis retrieval. 
Their use enhances prosthetic fit and long-term implant success, though it requires surgical 
expertise and may increase treatment costs. 
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45.Submerged vs. Non-submerged 
Submerged Implants 


Concept: Also known as two-stage implants, these implants are completely covered by the 
gum tissue during the initial healing phase. 


Procedure: 


Stage 1: The implant is placed into the bone and the gum tissue is sutured over it, completely 
covering the implant. 


Stage 2: After a healing period (typically several months), a second surgery is performed to 
expose the implant and attach an abutment. 


Advantages: 


Enhanced Osseointegration: The implant is protected from external forces and bacterial 
contamination during the healing phase, promoting better integration with the bone. 


Reduced Risk of Infection: The closed healing environment minimizes the risk of bacterial 
invasion and subsequent infection. 


Improved Aesthetics: Submerged healing allows for more control over soft tissue management, 
which can enhance the final aesthetic outcome. 


Disadvantages: 


Two Surgeries Required: The need for a second surgical procedure to uncover the implant can 
increase patient discomfort and treatment time. 


Extended Treatment Time: The overall duration of treatment is longer compared to non- 
submerged implants. 


Cost: Additional surgery and appointments may increase the overall cost of treatment. 
Non-Submerged Implants 


Concept: Also known as one-stage implants, these implants extend through the gum tissue at 
the time of initial placement, eliminating the need for a second surgery. 


Procedure: 


Single Stage: The implant is placed so that the top of the implant (or a healing abutment) 
protrudes through the gum tissue, allowing immediate access. 


Advantages: 


Reduced Treatment Time: The one-stage approach eliminates the need for a second surgical 
procedure, shortening the overall treatment timeline. 


Patient Convenience: Fewer surgical procedures mean less patient discomfort and fewer 
appointments. 


Immediate Loading: In some cases, non-submerged implants can be loaded with a temporary 
prosthesis immediately after placement, providing quicker functional and aesthetic results. 
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Disadvantages: 


Exposure to External Forces: The implant is exposed to potential external forces and bacterial 
contamination during the initial healing phase, which can affect osseointegration. 


Soft Tissue Management: Managing the soft tissue around the exposed implant can be more 
challenging, potentially affecting the final aesthetic outcome. 


Increased Risk of Infection: The exposed implant is more susceptible to bacterial invasion, 
increasing the risk of peri-implantitis. 


Summary 


Submerged implants involve a two-stage process with initial implant coverage for enhanced 
osseointegration and reduced infection risk, but require longer treatment time and additional 
surgery. Non-submerged implants use a one-stage process, offering reduced treatment time and 
patient convenience, but with higher risks of exposure to external forces and infection. The 
choice depends on clinical goals, patient preferences, and specific case requirements. 


SUBMERGED NON-SUBMERGED 


5 | 


“— healing 
\ 


A submerged implant (with a cover screw) requires an additional minor gum surgery to 
expose the implant and have a healing abutment which allows the gums to heal around 
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46.Broken Screw Removal 
Broken Screw Removal Techniques: 


When a screw in a dental implant breaks, it can be a challenging issue to address. Several 
techniques and tools are used to remove the broken screw without damaging the implant or 
surrounding structures. 


Techniques: 
Reverse Torque Technique: 


Method: A high-torque wrench is used to apply reverse torque to the remaining part of the 
screw. 


Advantages: Effective if the screw is not too tightly lodged. 


Disadvantages: Risk of damaging the internal threads of the implant if excessive force is 
applied. 


Ultrasonic Vibration: 

Method: Ultrasonic devices are used to create vibrations that loosen the screw fragments. 
Advantages: Minimizes risk of damaging the implant and surrounding bone. 
Disadvantages: Requires specialized equipment and expertise. 

Screw Removal Kit: 


Method: Specialized kits include drills, taps, and extractors designed for removing broken 
Screws. 


Advantages: Provides a systematic approach with tools specifically designed for the task. 
Disadvantages: Can be time-consuming and requires precision to avoid damaging the implant. 
Slot Creation Technique: 


Method: A small slot is created on the broken screw head using a high-speed bur, allowing 
engagement with a flathead screwdriver. 


Advantages: Simple and cost-effective. 

Disadvantages: Requires steady hand and precision to avoid damaging the implant. 

Laser Technique: 

Method: Laser energy is used to create micro-explosions that dislodge the screw fragments. 
Advantages: Minimally invasive and precise. 

Disadvantages: Requires specialized laser equipment and training. 


Chemomechanical Methods: 
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Method: Chemical agents are applied to corrode or dissolve the screw, followed by mechanical 
removal. 


Advantages: Can be effective for severely lodged screws. 
Disadvantages: Risk of chemical damage to the implant and surrounding tissues. 
Considerations: 


Assessment: Thorough assessment of the screw and implant condition is crucial before 
attempting removal. 


Preservation: Priority is given to preserving the integrity of the implant and surrounding bone. 
Skill Level: Some techniques require advanced surgical skills and specialized equipment. 


Follow-Up: Post-removal, the implant site may need additional treatment, such as bone grafting 
or a new abutment. 


Broken Screw Removal 


* Helps To Remove Broken Screws Without Damaging The Implant 
* Includes Centering Guides To Fit Most Implant Systems 


Place Guide On Drill In REVERSE Use Suction Insert Tap Into Broken Screw 
Implant & Hold Using "Up & Down" To Remove The 1-2mm Dimple Removed. 
With Stabilizing Motion To Prepare Metal Shavings. In The Top Of The 

Handle. 1-2mm Deep Then Insert Tap Into Broken Screw. 

Insert Drill Dimple Into Top Of ^ Implant Handpiece Use The Tap 

Into Implant Broken Screw, sat Matar Tò In REVERSE 

Handpiece. IMPORTANT: Use REVERSE At To Remove 

Set Motor To External Irrigation 70-80RPM & Broken Screw. 

REVERSE At To Minimize Heat 50.70Ncm Torque 


1,000-1,250RPM & 
50-70Ncm Torque. 


mein 


Figure 31.1 Radiograph of fractured abutment screw within an internal connection implant. 
Careful use of ultrasonics was able to gently dislodge this fractured screw. 


156 


47.Treatment of Peri-Implant Dieases 
Peri-Implant Diseases: 


Peri-implant diseases are inflammatory conditions affecting the tissues around dental implants. 
They include peri-implant mucositis (inflammation of the mucosa) and peri-implantitis 
(inflammation with bone loss). 


Treatment Strategies: 
Peri-Implant Mucositis: 
Mechanical Debridement: 


Method: Non-surgical cleaning using hand instruments, ultrasonic scalers, and air abrasives to 
remove plaque and calculus. 


Advantages: Reduces inflammation and bacterial load. 

Disadvantages: May require multiple sessions for effectiveness. 

Antimicrobial Therapy: 

Method: Application of local antiseptics (e.g., chlorhexidine) or systemic antibiotics. 
Advantages: Enhances reduction of bacterial load. 

Disadvantages: Potential for antibiotic resistance and side effects. 

Laser Therapy: 


Method: Use of lasers (e.g., diode, Nd) to decontaminate implant surfaces and surrounding 
tissues. 


Advantages: Minimally invasive with bactericidal effects. 
Disadvantages: Requires specialized equipment and training. 
Photodynamic Therapy (PDT): 

Method: Combining a photosensitizing agent with light to kill bacteria. 
Advantages: Effective adjunctive treatment with minimal side effects. 
Disadvantages: Requires specific materials and light sources. 
Peri-Implantitis: 

Non-Surgical Treatment: 


Mechanical Debridement and Antimicrobials: Similar to peri-implant mucositis but often less 
effective alone in advanced cases. 


Laser and PDT: Used as adjuncts to enhance decontamination. 
Surgical Treatment: 


Open Flap Debridement: 
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Method: Surgical exposure of the implant surface for thorough cleaning and decontamination. 
Advantages: Direct access for complete debridement. 

Disadvantages: More invasive with longer recovery. 

Resective Surgery: 

Method: Removal of diseased tissues and recontouring of bone. 

Advantages: Reduces pocket depths and facilitates oral hygiene. 

Disadvantages: Loss of bone structure and potential aesthetic concerns. 
Regenerative Surgery: 

Method: Use of bone grafts, membranes, and growth factors to regenerate lost bone. 
Advantages: Aims to restore bone structure and function. 

Disadvantages: Complex procedure with variable outcomes. 

Implant Surface Decontamination: 


Methods: Chemical agents (e.g., citric acid), mechanical tools (e.g., titanium brushes), and laser 
treatments to clean implant surfaces. 


Advantages: Essential for successful treatment and re-osseointegration. 

Disadvantages: Varies in effectiveness depending on the method. 

Supportive Therapy: 

Maintenance: Regular follow-up and professional cleanings to prevent recurrence. 

Oral Hygiene Instruction: Emphasizing effective home care practices to control plaque. 
Summary: 


Treatment of peri-implant diseases involves a combination of mechanical debridement, 
antimicrobial therapy, laser therapy, and photodynamic therapy for peri-implant mucositis. For 
peri-implantitis, both non-surgical and surgical interventions, including open flap debridement, 
resective and regenerative surgery, and implant surface decontamination, are employed. 
Regular maintenance and effective oral hygiene are crucial to prevent recurrence and ensure 
long-term success. 


TABLE 1. Comparison of Peri-Implant Mucositis 
Versus Peri-Implantitis 


| PERI-IMPLANT MUCOSITIS PERI-IMPLANTITIS 


Inflamed mucosa Inflamed mucosa 

Bleeding index 225 Positive bleeding on probing 
May have suppuration May have suppuration 

No bone loss Progressive bone loss 


Probing depth of >5 mm 


48.Maintenance of Dental Implants 


Importance of Maintenance: Proper maintenance of dental implants is crucial to ensure their 
longevity, functionality, and to prevent peri-implant diseases. Regular professional care and 
patient self-care are essential components of a successful maintenance program. 


Professional Maintenance: 


e Regular Check-Ups: 
o Frequency: Typically every 3-6 months, depending on the patient's risk factors 
and overall oral health. 
o Purpose: Monitor implant stability, evaluate soft tissue health, and detect early 
signs of peri-implant diseases. 
e Professional Cleaning: 
o Techniques: Use non-abrasive instruments such as plastic or titanium scalers, 
ultrasonic devices with non-metal tips, and air polishers. 
o Goal: Remove plaque, calculus, and biofilm from the implant surface and 
surrounding tissues without damaging the implant or abutment. 
e Radiographic Evaluation: 
o Frequency: Annually or as needed. 
o Purpose: Assess bone levels around the implants and detect any pathological 
changes. 
e Occlusal Analysis: 
o Purpose: Ensure proper occlusion to avoid excessive stress on the implants, 
which can lead to mechanical complications or bone loss. 
e Treatment of Peri-Implant Diseases: 
o Early Intervention: Address signs of peri-implant mucositis or peri-implantitis 
promptly with appropriate treatments. 


Patient Self-Care: 


e Daily Oral Hygiene: 
o Brushing: Use a soft-bristle toothbrush or an electric toothbrush with a non- 
abrasive toothpaste to clean around the implants. 
o Interdental Cleaning: Use interdental brushes, floss, or water flossers to clean 
between teeth and around implants. 
o Mouthwash: Consider using an antimicrobial mouthwash (e.g., chlorhexidine) 
as recommended by a dentist. 
e Dietary Considerations: 
o Avoid Hard Foods: Reduce the risk of mechanical damage to the implants by 
avoiding excessively hard or sticky foods. 
o Balanced Diet: Maintain a balanced diet to support overall oral health and 
immune function. 
e Avoiding Harmful Habits: 
o Smoking: Quit smoking as it increases the risk of peri-implant diseases and 
compromises healing. 
o Bruxism: Address bruxism (teeth grinding) with the use of night guards if 
necessary. 
e Patient Education: 
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o Instruction: Educate patients on the importance of maintaining oral hygiene 
and regular dental visits. 

o Demonstration: Show proper brushing and interdental cleaning techniques. 

o Motivation: Encourage and motivate patients to adhere to their maintenance 
schedule and self-care routines. 


Follow-Up and Adjustments: 


e Personalized Maintenance Plan: Develop a maintenance plan tailored to the patient's 
specific needs and risk factors. 

e Adjustments: Make necessary adjustments to prosthetic components and occlusion as 
needed to ensure optimal implant function. 

e Regular Dental Check-Ups: Schedule periodic visits to monitor the health of the 
implants, surrounding tissues, and overall oral hygiene. 

e Professional Cleaning: Regular professional cleanings to remove plaque and calculus 
around implants, using instruments that prevent scratching the implant surface. 

e Home Care Regimen: 

o Brushing: Use a soft-bristled toothbrush and non-abrasive toothpaste to clean 
around the implant and prosthetic components. 

o Flossing: Use implant-specific floss or interdental brushes to clean between 
implants and natural teeth. 

o Antimicrobial Mouthwash: Consider using an antimicrobial mouthwash to 
reduce bacterial load around the implants. 

e Monitoring Peri-Implant Health: Assess peri-implant tissues for signs of 
inflammation, bleeding, or pocket formation, indicating peri-implant mucositis or peri- 
implantitis. 

e Occlusal Adjustment: Regularly check and adjust occlusion to ensure even load 
distribution and prevent excessive stress on implants. 

e Radiographic Evaluation: Periodic radiographs to monitor bone levels around the 
implants and detect early signs of bone loss or other complications. 

e Managing Complications: 

o Peri-Implant Mucositis: Treat early signs of inflammation with improved oral 
hygiene and professional care. 

o Peri-Implantitis: Address more severe inflammation and bone loss with 
mechanical debridement, antimicrobial therapy, and possibly surgical 
intervention. 

o Replacement of Prosthetic Components: Regularly inspect and replace worn 
or damaged prosthetic components, such as abutments or crowns, to maintain 
function and aesthetics. 

o Patient Education: Educate patients about the importance of maintaining good 
oral hygiene and regular dental visits to ensure the longevity of their implants. 

o Parafunctional Habit Management: Provide occlusal guards or other 
interventions for patients with bruxism or other parafunctional habits to protect 
the implants. 


49.Implant Crown Screw Loosening 
Causes 
Inadequate Torque: Insufficient tightening of the screw during placement. 
Occlusal Forces: Excessive or improper distribution of biting forces on the crown. 
Component Misfit: Poor fit between the implant components (abutment, crown, screw). 
Micro-Movement: Small movements at the implant-abutment interface. 
Wear and Fatigue: Material fatigue or wear over time. 
Symptoms 
Mobility of the crown. 
Discomfort or pain. 
Changes in occlusion (bite). 
Peri-implantitis symptoms (swelling, redness around the implant). 
Prevention 
Proper Torque Application: Use torque wrench to apply manufacturer-recommended torque. 
Regular Maintenance: Schedule regular check-ups to monitor implant and crown condition. 
Accurate Component Fit: Ensure precise fit of all components during placement. 
Occlusal Adjustment: Adjust occlusion to distribute forces evenly. 
Quality Materials: Use high-quality, compatible components. 
Management 
Assessment: Examine the implant and crown for signs of loosening or damage. 
Retightening: Retighten the screw to the recommended torque. 
Replacement: Replace the screw or crown if necessary. 
Occlusal Adjustment: Adjust the bite to reduce excessive forces. 


Patient Education: Instruct patients on avoiding habits that can cause excessive force (e.g., teeth 
grinding). 


Conclusion 
Managing and preventing implant crown screw loosening is crucial for the longevity and 


functionality of dental implants. Proper technique, regular maintenance, and patient education 
play key roles in ensuring implant success. 
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50.Choosing an Implant System 


When choosing an implant system, prioritize clinical success, material quality, design features, 
versatility, ease of use, prosthetic options, ongoing research, training support, cost- 
effectiveness, manufacturer reputation, and patient-specific needs. 


Proven Track Record: Select an implant system with a well-documented history of clinical 
success and reliability. 


Material Quality: Ensure the implants are made from high-quality, biocompatible materials 
such as titanium or zirconia. 


Design Features: Look for features that enhance osseointegration and primary stability, such 
as surface texture and thread design. 


Versatility: Choose a system that offers a wide range of sizes and configurations to 
accommodate various clinical scenarios and patient anatomies. 


Ease of Use: Consider the simplicity and efficiency of the surgical protocol and restorative 
procedures. 


Prosthetic Options: Ensure the system provides compatible prosthetic components for 
different types of restorations, including single crowns, bridges, and overdentures. 


Research and Development: Prefer systems supported by ongoing research and innovation to 
stay current with advancements in implant technology. 


Training and Support: Opt for systems backed by comprehensive training programs, clinical 
support, and continuing education opportunities. 


Cost-effectiveness: Evaluate the overall cost, including the price of implants, prosthetic 
components, and associated instruments, while considering the balance between quality and 
affordability. 


Manufacturer Reputation: Choose systems from reputable manufacturers known for their 
commitment to quality, customer service, and product availability. 


Patient-specific Needs: Consider specific patient requirements, such as bone density, volume, 
and aesthetic demands, when selecting an implant system. 


Table 8.4 Implant system selection. 


Tapered 

Bone level 

Internal connection 

Platform switch 

Long-term availability Table 6.1 Implant selection criteria. 
Wide array of restorative options : 
Stock abutments (straight/ angled) * Implant design 


> 

* Engaging/ non engaging * Bone level relative to coronal implant position 

e UCLA abutments * Internal connection 

* Multi-unit abutments * Long-term availability of parts 

* Ti bases * Platform switch (horizontal offset) 

* Digital scan transfers + Abutments to allow a multitude of restorative choices 
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51.Considering Flap Design 


Purpose: Flap design in dental implant treatment is crucial for providing adequate access to 
the implant site, ensuring proper healing, and minimizing complications. 


Key Considerations: 
1. Surgical Access: 


e Visibility and Access: The flap design should allow clear visibility and access to the 
implant site, ensuring precise placement. 

e Exposure of Bone: Ensure sufficient exposure of the alveolar bone while preserving 
critical anatomical structures. 


2. Tissue Management: 


e Blood Supply: Maintain adequate blood supply to the flap to promote healing and 
reduce the risk of necrosis. 

e Flap Thickness: Consider the thickness of the flap to ensure it includes periosteum, 
enhancing stability and healing. 


3. Flap Design Types: 


e Full-Thickness (Mucoperiosteal) Flap: Commonly used to expose bone completely, 
providing excellent visibility and access. 

e Partial-Thickness Flap: Involves raising only the mucosa, preserving periosteum; 
used when less bone exposure is needed. 


4. Incision Placement: 


e Crestal Incisions: Made along the alveolar ridge; ideal for single implants and cases 
with adequate keratinized tissue. 

e Paracrestal Incisions: Placed slightly off the crest; useful in preserving keratinized 
tissue or when multiple implants are placed. 


5. Flap Reflection and Handling: 
e Gentle Reflection: Reflect the flap gently to avoid tearing and ensure it can be 
repositioned accurately. 
e Minimize Trauma: Handle tissues carefully to minimize trauma and postoperative 
discomfort. 
6. Suturing Techniques: 
e Primary Closure: Aim for tension-free primary closure to promote optimal healing. 
e Suture Material: Use appropriate suture materials to secure the flap and support 


healing. 


7. Postoperative Considerations: 
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+. Healing Time: Allow adequate healing time before loading the implant to ensure tissue 
integration. 

e Patient Care: Provide clear postoperative care instructions to the patient to support 
healing and prevent infection. 


Summary: Proper flap design in dental implant treatment ensures adequate surgical access, 
maintains tissue health, and promotes successful healing. Key considerations include surgical 
access, tissue management, incision placement, and gentle handling. The choice of flap design 
should be tailored to the specific clinical situation and patient needs to optimize outcomes. 
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(a) 
Partial 


Figure 15.1 (a) Comparison between full-thickness and partial-thickness flaps. (b) Full- 
thickness flap reflection. (c) Partial-thickness flap reflection. Source: (b, c) Case by Dr. Jess Liu. 


Figure 15.5 (a) Papilla-sparing incision. (b) Modified papilla-sparing incision incorporating 
semi-lunar vertical releasing incision. (c) Implant placement. (d) Preserved papilla height 
following implant osseointegration. (e) Healed peri-implant emergence profile (occlusal view). 
(f) Healed peri-implant emergence profile (buccal view). Source: Case by Dr. David Attia. 
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Figure 19.3 (a-i) Buccal roll flap suturing sequence. (b) Healed first premolar site highlighting 
deficient buccal contour. (c) Proposed incision outline. (d) Buccal roll flap outlined with tip of 
surgical blade. (e) Full-thickness mucoperiosteal flap reflected exposing underlying bone. 
Note bone has grown over implant cover screw. (f) Buccal pouch preparation, healing 
abutment installed and crestal aspect of flap has been de-epithelialised and rolled into 
position. (g) De-epithelialised aspect of the pedicled flap is secured into position using 
horizontal mattress and single interrupted sutures. 
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Figure 19.5 (a—e) Pouch roll technique incision outline. (b) Healed lateral incisor site with mild 
to moderate buccal deficiency. (c) Crestal tissue de-epithelialised. (d) Implant platform 
exposed and crestal tissue rolled into buccal pouch. (e) Healing abutment installed. Source: 


Case by Dr. Jess Liu. 
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Figure 19.7 (a—d) Apically repositioned flap incision and suturing outline. (b) Healed first and 
second molar site with shallow vestibulum and lack of buccal keratinised gingiva. (c) 
Partial-thickness flap apically repositioned using single interrupted sutures. (d) Post-operative 
healing at two weeks. (e) Healed peri-implant emergence profile at four weeks. Source: Case 
by Dr. David Attia. 


Figure 19.12 (a) Free gingival graft incision, graft, and suturing outline. (b) Harvested free 
gingival graft. (c) Free gingival graft positioned at recipient site. (d) Free gingival graft secured 
at recipient site to underlying periosteum using single interrupted and periosteal sling 
compression sutures (occlusal view). (e) Free gingival graft secured at recipient site to 
underlying periosteum using single interrupted and periosteal sling compression sutures 
(buccal view). (f) Free gingival graft secured at recipient site to underlying periosteum using 
single interrupted and periosteal sling compression sutures (lateral view). (g) Post-operative 
healing at three months. Source: Case by Dr. David Attia. 
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Figure 20.2 Schematic drawing showing the distance between the cemento-enamel junction 
of the maxillary teeth and greater palatine artery. Source: Source: Figure was adapted with 
permission from primary author Dr. L. Tavelli from Tavelli, L., et al., What is the safety zone for 
palatal soft tissue graft harvesting based on the locations of the greater palatine artery and 
foramen? A systematic review. J. Oral Maxillofac. Surg., 2018. DOI-https://doi.org/10.1016/ 
jjoms.2018.10.002. 


Figure 20.3 (a) The desired outline is cut with a blade. (b) Undermining the soft tissue 
altogether with the epithelium and connective tissue. (c) The donor site after harvesting. 
Source: Courtesy of Dr. Ehab Moussa. 
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Figure 20.5 (a) Initial presentation showing recession on lateral incisor. (b, c) Tunneling 
approach via microsurgical blade started from the sulcus of the tooth reaching all the way to 
the mucogingival junction. (d, e) Free gingival graft harvesting. (f) Trial fitting of the harvested 
graft. (g) De-epithelialisation of the graft. (h) Suturing with 7-0 polypropylene. Note: Some of 
the graft margin can be left exposed for future epithelialisation. This can be done when 
adequate graft size is harvested to ensure good blood supply. The general rule is leave no 
more than 20% of the graft site exposed. Source: Courtsey of Dr. Jonathan Dutoit. 
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Figure 20.6 (a) The previous block fixation screw was exposed and removed to allow for 
uneventful soft tissue healing. (b) The epithelial cleating was traced with a probe. 


Figure 20.7 (a) The inside of the tissue was de-epithelialised using a finishing bur on a low 
speed setting. (b) The epithelial lining was curetted using grace curettes. Tip: Keep use of the 
cutting end of the grace curette toward the tissues on both sides. 


Figure 20.8 (a) Connective tissue graft was harvested from the palate and pre-fitted on the 
crest. (b) Insertion of the connective tissue in the prepared tunnel buccal and palatal and 
underneath the tissue bridge on the crest. 
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52.Zygomatic Implants 


Introduction: Zygomatic implants are a specialized type of dental implant designed for 
patients with severe maxillary bone loss. They are longer than traditional implants and anchor 
in the zygomatic bone (cheekbone), offering a stable foundation for dental prostheses. 


Indications 


e Severe Maxillary Atrophy: Ideal for patients with significant bone loss in the upper 
jaw where traditional implants cannot be placed. 

e Failed Bone Grafts: Suitable for patients who have had unsuccessful bone grafting 
procedures. 

e Oncology Patients: Used in patients with maxillary defects due to tumor resection. 

e Maxillofacial Trauma: Effective for reconstructing the maxillary region following 
severe facial trauma. 


Contraindications 


e Poor General Health: Patients with uncontrolled systemic conditions (e.g., diabetes, 
cardiovascular diseases) may not be suitable candidates. 

e Inadequate Zygomatic Bone: Insufficient bone quality or volume in the zygomatic 
region. 

e Severe Sinus Pathologies: Active sinus infections or other severe sinus issues. 

e Psychological Factors: Patients with psychological conditions that impair cooperation 
or understanding of the procedure. 


Advantages 


e Immediate Function: Allows for immediate loading and restoration, reducing 
treatment time. 

e Avoids Bone Grafting: Eliminates the need for bone grafting procedures, which can 
be complex and time-consuming. 

e High Success Rate: Demonstrates a high success rate, even in cases of severe bone 
loss. 

e Enhanced Stability: Provides strong anchorage in the zygomatic bone, offering 
excellent stability for dental prostheses. 


Disadvantages 


e Complex Surgery: Requires a high level of surgical expertise and experience. 

e Invasive Procedure: More invasive than traditional implant procedures, with potential 
for increased morbidity. 

e Cost: Generally more expensive due to the complexity of the surgery and specialized 
implants. 

e Postoperative Complications: Higher risk of postoperative complications such as 
sinusitis or paresthesia. 


Summary: Zygomatic implants provide a viable solution for patients with severe maxillary 
bone loss, allowing for immediate restoration and eliminating the need for bone grafting. While 
they offer significant advantages in stability and success rates, they also come with increased 
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complexity, cost, and potential complications. Careful patient selection and surgical expertise 
are essential for optimal outcomes. 


ZAGA TYPE 0 (Classic Technique) ZAGA TYPE 1 (Classic or Sinus-slot Technique) 


The anterior maxillary wall is very flat. The implant head is located on the The anterior maxillary wall is slightly concave. The implant head is located on 
alveolar crest. The implant body has an intra-sinus path. The implant comes in the alveolar crest. The drill has performed the osteotomy slightly through the 
contact with bone at the alveolar crest and zygoma, and sometimes at the wall. Most of the implant body has an intra-sinus path. The implant comes in 
internal side of the sinus wall. contact with bone atthe alveolar crest, lateral sinus wall, and zygoma. 


ZAGA TYPE 2 (Sinus-slot or Exteriorized Technique) ZAGA TYPE 3 (Exteriorized Technique) 


The anterior maxillary wall is concave. The implant head is located on the The anterior maxillary wall is very concave. The implant head is located on the 
alveolar crest. The drill has performed the osteotomy through the wall and the alveolar crest. Most of the body has an extra-sinus path. The middle part of the 


implant can be seen through it and most of the body has an extra-sinus path. implant body is not touching the most concave part of the wall. The implant 
The implant comes in contact with bone at the alveolar crest, lateral sinus wall contacts bone in the coronal alveolar and apical zygoma. 
andzygoma. 


ZAGA TYPE 4 Resected Maxilla (Extra-alveolar Technique) ^ TECHNIQUE of James Chow and others 


The maxilla and alveolar bone show extreme vertical and horizontal atrophy. The Lateral wall of sinus displaced inwards, graft material and membrane used to 
implant head is located buccally of the alveolar crest. There is no minimum encapsulate entire implant body. 


osteotomy at this level. The drill has arrived at the apical zygomatic entrance 
following a path outside the sinus wall. The implant contacts bone in the zygoma 
and part of the lateral sinus wall. 
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53.Pterygoid Implants 


Introduction: Pterygoid implants are specialized dental implants designed to anchor in the 
pterygoid region of the maxilla, providing an alternative solution for patients with severe 
posterior maxillary bone loss. These implants extend into the pterygoid plate, bypassing the 
need for sinus lifts or extensive bone grafting. 


Indications: 


e Severe Posterior Maxillary Atrophy: Ideal for patients with significant bone loss in 
the posterior maxilla where traditional implants cannot be placed. 

e Avoiding Sinus Lifts: Suitable for patients who prefer to avoid sinus lift procedures. 

e Failed Traditional Implants: For patients who have had unsuccessful traditional 
implant placements in the posterior maxilla. 

e Full-Arch Reconstructions: Effective in cases requiring stable posterior support for 
full-arch prosthetic reconstructions. 


Contraindications: 


e Poor General Health: Patients with uncontrolled systemic conditions (e.g., diabetes, 
cardiovascular diseases) may not be suitable candidates. 

e Inadequate Pterygoid Bone: Insufficient bone quality or volume in the pterygoid 
region. 

e Severe Anatomical Variations: Significant anatomical deviations or pathologies in 
the pterygoid region. 

e Psychological Factors: Patients with psychological conditions that impair cooperation 
or understanding of the procedure. 


Advantages: 


e Avoids Sinus Augmentation: Eliminates the need for sinus lift procedures, reducing 
treatment complexity and time. 

e Immediate Function: Allows for immediate loading and restoration, enhancing patient 
satisfaction. 

e High Success Rate: Demonstrates high success rates even in cases of severe bone loss. 

e Enhanced Stability: Provides strong anchorage in the pterygoid region, offering 
excellent stability for posterior dental prostheses. 


Disadvantages: 


e Complex Surgery: Requires a high level of surgical expertise and experience. 

e Invasive Procedure: More invasive than traditional implant procedures, with potential 
for increased morbidity. 

e Cost: Generally more expensive due to the complexity of the surgery and specialized 
implants. 

e Postoperative Complications: Higher risk of postoperative complications such as 
bleeding, infection, or nerve damage. 


Summary: Pterygoid implants provide a reliable solution for patients with severe posterior 
maxillary bone loss, offering immediate restoration and avoiding sinus lift procedures. They 
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offer significant advantages in stability and success rates, but come with increased complexity, 
cost, and potential complications. Careful patient selection and surgical expertise are essential 
for optimal outcomes. 


‘Allon 4" Top & Bottom 
Zygomatic Implants on the Top 


Before After 


54.Basal Implants 


Introduction: Basal implants, also known as cortical implants or bicortical implants, are a type 
of dental implant designed to be anchored in the basal or cortical bone, which is highly dense 
and less prone to resorption. These implants are particularly useful for patients with significant 
jawbone atrophy or those who want to avoid extensive bone grafting procedures. 


Indications: 


e Severe Jawbone Atrophy: Ideal for patients with significant bone loss in the maxilla 
or mandible where traditional implants are not feasible. 

e Immediate Loading: Suitable for patients who require immediate loading of the 
implants with a fixed prosthesis. 

e Avoiding Bone Grafting: Preferred for patients who want to avoid bone grafting or 
sinus lift procedures. 

e Full-Arch Reconstructions: Effective for patients needing full-arch restorations where 
multiple implants are required for support. 


Contraindications: 


e Poor General Health: Patients with uncontrolled systemic conditions (e.g., diabetes, 
cardiovascular diseases) may not be suitable candidates. 

e Severe Periodontal Disease: Active periodontal infections or severe periodontal 
disease may contraindicate implant placement. 

e Inadequate Bone Quality: Poor quality or insufficient quantity of basal bone. 

e Psychological Factors: Patients with psychological conditions that impair cooperation 
or understanding of the procedure. 


Advantages: 


e Immediate Function: Allows for immediate loading and restoration, enhancing patient 
satisfaction and reducing treatment time. 

e Avoids Bone Grafting: Eliminates the need for extensive bone grafting procedures, 
reducing overall treatment complexity. 

e High Success Rate: Demonstrates high success rates even in cases of severe bone loss. 

e Strong Stability: Provides excellent stability due to anchorage in dense cortical bone. 

e Minimally Invasive: Less invasive than traditional bone grafting procedures, leading 
to faster recovery times. 


Disadvantages: 


e Complex Surgery: Requires a high level of surgical expertise and precise technique. 

e Invasive Procedure: Although less invasive than bone grafting, the procedure still 
involves significant surgical intervention. 

e Cost: Generally more expensive due to the complexity of the surgery and specialized 
implants. 

e Postoperative Complications: Risk of complications such as infection, implant 
failure, or nerve damage. 
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Summary: Basal implants offer a viable solution for patients with severe jawbone atrophy, 
allowing for immediate restoration and avoiding extensive bone grafting. They provide strong 
stability and high success rates but require specialized surgical expertise and come with 
potential risks and higher costs. Proper patient selection and surgical skill are essential for 
achieving optimal outcomes with basal implants. 


SINGLE PIECE IMPLANTS 


Compression Screw Design (KOS) Bi— Cortical Screw Design (BCS) 
- ł 
RO ee I S d 
Basal Osseo Integration (BOI) / 
Trans Osseous (TOI) / Lateral Implant 
Compression * Bi-Cortical Screw Design pn 


(KOS Plus) S$ BsaiteCentre.in 


Fig. 1. Types of basal implants. 


Single Piece (Monobloc) Basal Implants 


Abutment portion 
mimics the tooth crown & aids in 
tooth replacement - remains 
exposed in mouth 


Connection 
It is a monoblocimplant (single 
piece) with no separation 
between the abutment and the 
root portions) 


Implant portion 
mimics the tooth root and gets 
deeply embedded within 
bone, engaging the basal 
cortical bone. 


Fig. 2. Parts of basal implants~”. 
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Do's: 


Don'ts: 


Instructions to the Patients 


Follow Post-Operative Care Instructions: Adhere strictly to the care guidelines provided by 
your dental surgeon to ensure proper healing. 

Maintain Good Oral Hygiene: Brush your teeth gently but thoroughly twice a day and use an 
antibacterial mouthwash as recommended. 

Keep Appointments: Attend all scheduled follow-up appointments to monitor the healing 
process and ensure the implant is integrating well with the bone. 

Eat Soft Foods: Stick to a diet of soft foods for the first few days after surgery to avoid putting 
stress on the implant site. 

Stay Hydrated: Drink plenty of water to help keep your mouth clean and promote healing. 
Use Ice Packs: Apply ice packs to the outside of your mouth to reduce swelling in the first 24 
hours after surgery. 

Take Prescribed Medications: Use any prescribed antibiotics and pain medications as directed 
by your dentist. 


Avoid Smoking: Smoking can impair healing and increase the risk of implant failure. 

Don't Consume Hard or Chewy Foods: Refrain from eating hard, crunchy, or sticky foods that 
could disrupt the implant site. 

Avoid Excessive Physical Activity: Do not engage in strenuous exercise or heavy lifting for a 
few days post-surgery to prevent complications. 

Don't Touch the Implant Site: Avoid touching the surgical area with your fingers or tongue to 
prevent infection. 

Avoid Drinking Through a Straw: The suction can dislodge the blood clot and impede healing. 
Don’t Use Harsh Mouth Rinses: Avoid alcohol-based mouthwashes as they can irritate the 
surgical site. 
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56.Bone Augmentation 


Figure 21.1 Onlay autogenous bone graft harvested and stabilised on the posterior mandible 
with the aim of vertical and horizontal bone augmentation. Two screws were used to fix it to 
minimise micromovement and rotation. 


Figure 21.6 (a) Initial view of the graft. (b) The graft was split with piezo. A microsaw can also 
be used for this step. (c) After complete sectioning. 


Figure 21.7 (a) Buccal plate is fixed first followed by palatal plate. Note: The palatal screw 
reaches all the way to the buccal plate for maximum stability. (b) Autogenous bone chips are 
packed into the prepared box. 
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Fig 4-11b Details from Fig 4-1 1a: Fine anatomical 
tweezers with a special gripping surface, fine surgical 
forceps, and two-sided mucosal elevators (Partsch) of 
different sizes. 


Fig 4-11c Further details from Fig 4-11a: Long dissecting 
scissors (Metzenbaum), fine needle holders, and two Luer 
pliers of different sizes. 


Fig 4-11d Sinus mucosa elevators of different shapes, 
and a fine suction canola (very helpful during sinus floor 
elevation procedures; Meisinger). 
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Fig4-11e Osteotomes: BoneCondenser/ Fig4-11f Kit for the bone core technique with pre-trephine and tre- 
BoneExpander (Dentsply Sirona). phine drills of different diameters (Meisinger, Hager & Meisinger). 
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Fig4-1li Two-piece trephine drill especially designed to Fig4-11j Pre-trephine preparation of a stable platform 
remove broken bone cores from inside the trephine. for the insertion of the trephine bur. 


Aa 
Fig 4-11k Bone harvesting from the facial sinus wall with Fig 4-111 Smoothing of sharp bone edges and simulta- 


a bone scraper during a sinus floor elevation procedure. neous harvesting of bone chips with a bone scraper after 
bone block removal from the retromolar area. 
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Membrane 


FIG 6-59 The surgical steps of the interposi- 
tional osteotomy for posterior mandibular ridge 
augmentation. (a) There must be at least 5mm 
of bone above the IAN. (b) A full-thickness flap 
elevated, and a piezotome cutting tip is used 
to make a horizontal osteotomy above the infe- 
rior alveolar canal and two vertical cuts to free 
the bone segment. (c) A plate is secured to the 
freed bone segment, which is then elevated and 
oriented to minimize irregularity. The segment 
is then fixated to the inferior intact mandibular 
bone with more screws, and the site is grafted 
with allograft bone material. (d) Primary closure. 
(e) After a healing period of 3 to 4 months, the 
plate is removed, and an implant is placed. 
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57.Guidance for Straightforward and Complex Cases 


Level of Complexity 


Perception of Case 


Tooth Position 


Implant Surgery 


Soft Tissue 


Occlusion 


Aesthetics 


Straightforward Case 


You can easily visualise the end 
result and the treatment stages are 
predictable. 


The teeth to be replaced conform to 
the existing arch form and the adjacent 
teeth easily determine the optimal 
prosthetic tooth position. 


The dental implant surgery is without 
anatomically related risks and can 

be carried out without the need 

for significant hard tissue grafting 
(including onlay bone grafting and 
sinus grafting). The surgical care can be 
provided by an appropriately trained 
dentist. 


There is little or no need to augment or 
alter the position of the peri-implant 
mucosa. Such intervention will not 
require significant grafting of hard/soft 
tissue. 


The teeth can be replaced by 
conforming to the existing occlusal 
scheme and at the same vertical 
dimension. 


The aesthetic requirements of the case 
are not high and the expectations of the 


patient are reasonable. 


Complex Case 


The end result cannot be easily visualised 
without extensive case work-up and 
multiple treatment stages are required to 
achieve the desired outcome. Complications 
are to be expected. 


There are no adjacent teeth or those present 
are in an unsuitable position and extensive 
case work-up is required to determine 

the optimal prosthetic tooth position for 
aesthetics and function. 


The dental implant surgery is more 
difficult, with anatomically related risks 
and may require significant hard tissue 
grafting (including onlay bone grafting and 
sinus grafting). The surgical care should 

be provided by an oral and maxillofacial 
surgeon, periodontist or a dentist with 
advanced surgical training and extensive 


experience. 


There is a need to augment or alter the 
position of the peri-implant mucosa, 
requiring significant grafting of hard/soft 
tissue. 


There is a need to substantially change the 
existing occlusal scheme and/or the vertical 
dimension. The prosthetic care should be 
provided by a prosthodontist or a dentist 
with advanced prosthodontic training and 
extensive experience. 


The aesthetic requirements of the case are 


high, as are the expectations of the patient. 
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58.Checklist 


PRE-SURGICAL CHECKLIST 


Patient's chief complaint(s) and expectations identified 
Medical and dental histories completed and significant findings identified 
Medical consultation/tests performed and results obtained 


Gag B 


Clinical extra-/ intra-oral examination completed 
o presence of oral pathologies 
o anatomy and form of bony ridges 
o inter-arch relationships and their position relative to the remaining dentition 
o occlusion 
o quality, localization and quantity of bone 
o periodontal condition of the remaining dentition 
o localization of favourable dental implant sites 
O Radiographs and diagnostic tests completed 
o study models 
o periapical radiographs 
o panoramic radiographs 
o tomography 
o dental CT scan 
o diagnostic set-up 
o computer guided virtual 3D planning 
Level of case complexity determined: straightforward or complex 
Diagnosis established 
Treatment plan and surgical prescription finalized 
Informed consent process fulfilled and documented 
Surgical guide fabricated 


Donno o 


Pre-operative instructions and medications provided to patient 


SURGICAL CHECKLIST 


Pre-Operative 


boodoodaaaanaoaaoo oe «oq 


Informed consent reviewed and confirmed 

Sedation/ anaesthetic technique confirmed 

NPO status confirmed for patients having sedation or anaesthesia 
Responsible adult escort confirmed 

Preoperative medications taken 

Surgical technique and sites confirmed 

Surgical drill system and corresponding dental implants available 
Backup surgical handpiece and drill system available 

Ancillary grafting tissues available 

Surgical guide present 

Essential radiographs/imaging present and displayed 


Transitional prosthesis present 


Intra-Operative 


O 


O 
O 
O 
O 


Bone quality assessed 

Adequate number of dental implants placed for planned prosthesis 
Initial mechanical stability of dental implants assessed 

Necessary intra-operative radiographs taken 

Cover screw or healing abutments placed 


Post-Operative 


O 


2 MM 


Transitional prosthesis placed 

Postoperative instructions provided 

Postoperative medications provided 

Postoperative follow-up appointment scheduled 
Patient fit for discharge with responsible adult escort 
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POST-SURGICAL CHECKLIST 


bodadaaa a 


Normal healing confirmed 

Swelling and bruising resolving 

Sutures dissolved or removed 

Absence of pain, infection, paraesthesia 

Dental implant and abutments stable 

Transitional prosthesis sustained comfortably 

Radiographs confirm good dental implant position with stable peri-implant bone 
Report to prosthetic dentist prepared and sent 


CHECKLIST FOR CONFIRMING IMPLANT OSSEOINTEGRATION 


ooo oO Uo Uo 


Dental implant stability confirmed 

Absence of pain 

Peri-implant soft tissues healthy 

Radiographs confirm stable peri-implant bone 
Patient appointed for prosthetic restoration 
Report to prosthetic dentist prepared and sent 


CHECKLIST FOR LONG-TERM FOLLOW-UP AND MAINTENANCE 


gm usus ug ug a 


No voiced complaints 

Attending recall appointments as scheduled 

Peri-implant soft tissues healthy 

Oral hygiene acceptable 

Prosthesis stable 

Occlusion stable 

If taken, radiographs confirm stable peri-implant bone and intact prosthetic abutment connections 


59.Dental Implant Trends and Technology 


1. Advanced Materials: 


e Titanium and Titanium Alloys: Titanium remains the gold standard due to its 
biocompatibility and strength. Recent innovations focus on titanium alloys that enhance 
osseointegration and reduce healing times. 

e Zirconia Implants: Known for their aesthetic benefits and biocompatibility, zirconia 
implants are becoming popular, especially for patients with metal sensitivities. 


2. Surface Modifications: 


e Nanotechnology: Surface treatments using nanotechnology improve the implant's 
surface roughness, promoting faster and stronger osseointegration. 

e Bioactive Coatings: These coatings release growth factors or antimicrobial agents, 
enhancing bone growth and reducing infection risks. 


3. Digital Dentistry: 


e JD Imaging and Printing: Digital impressions and 3D printing technologies allow for 
precise implant placement, customized abutments, and immediate load protocols. 

e Computer-Guided Surgery: Using CAD/CAM technology, clinicians can plan and 
execute implant placement with high accuracy, minimizing surgical risks and 
improving outcomes. 


4. Immediate Loading and All-on-4 Concept: 


e Immediate Loading: Advances in implant stability and surface technology allow for 
the immediate placement and loading of implants, reducing treatment time. 

e All-on-4 Technique: This approach supports a full arch of teeth on four strategically 
placed implants, offering a cost-effective and less invasive option for full-arch 
restorations. 


5. Mini Implants: 


e Mini Implants: These smaller-diameter implants are ideal for patients with insufficient 
bone volume and can be used for temporary stabilization or long-term solutions in 
certain cases. 


6. Regenerative Techniques: 


e Growth Factors and Stem Cells: Research into using growth factors and stem cells to 
enhance bone regeneration is progressing, potentially improving implant success rates 
in compromised sites. 

e Bone Grafting Alternatives: Synthetic graft materials and techniques like ridge 
splitting and segmental sandwich osteotomy are providing new options for patients with 
significant bone loss. 


7. Osseodensification: 
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e Osseodensification: This technique involves using specialized drills that preserve and 
compact bone tissue during osteotomy preparation, enhancing implant stability and 
osseointegration. 


8. Peri-Implantitis Management: 


e Laser Therapy: Lasers are increasingly used to manage peri-implantitis, offering 
precise and minimally invasive treatment options for cleaning and disinfecting implant 
surfaces. 

e Antimicrobial Coatings: Research into coatings that release antimicrobial agents is 
ongoing, aimed at preventing and managing infections around implants. 


9, Enhanced Prosthetics: 


e Improved Prosthetic Materials: Advances in materials such as PEEK 
(polyetheretherketone) and advanced ceramics offer better aesthetics, durability, and 
biocompatibility for implant-supported prosthetics. 

e Custom Abutments: Custom-milled abutments tailored to each patient's anatomy 
ensure better fit, function, and aesthetics. 


10. Smart Implants: 


e Sensors and Monitoring: Development of implants equipped with sensors to monitor 
osseointegration, load, and potential complications in real-time, providing valuable data 
for ongoing patient care. 


11. Implant Design Innovations: 


e Tapered and Threaded Implants: Designs that mimic natural tooth roots with tapered 
bodies and threaded surfaces improve primary stability and reduce stress on the 
surrounding bone. 

e Platform Switching: This design concept involves using a smaller diameter abutment 
than the implant platform, reducing bone loss and enhancing soft tissue stability. 


12. Patient-Centered Care: 


e Customized Treatment Planning: Advances in digital dentistry enable highly 
personalized treatment plans, taking into account individual anatomical and functional 
needs for optimal outcomes. 

e Minimally Invasive Techniques: Emphasis on minimally invasive surgical techniques 
to reduce patient discomfort, recovery time, and complications. 


13. Education and Training: 


e Virtual Reality and Simulation: VR and simulation technologies are increasingly 
used for training dental professionals, providing realistic and hands-on experience in 
implant placement and management. 

e Online Learning Platforms: The rise of online courses and webinars allows for 
continuous education and skill development in the latest implant technologies and 
techniques. 
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60.Short Dental Implants 


Indications 


1. Insufficient Bone Height: Ideal for patients with reduced vertical bone height in the 
posterior regions of the maxilla and mandible. 

2. Avoiding Vital Structures: Useful in areas where avoiding anatomical structures like 
the maxillary sinus or the inferior alveolar nerve is critical. 

3. Elderly Patients: Suitable for elderly patients who may not be ideal candidates for 
extensive bone grafting procedures. 

4. Immediate Loading: Can be used in immediate loading protocols in certain clinical 
situations with appropriate primary stability. 


Contraindications 


1. Severe Bone Loss: Not recommended in cases with severe horizontal bone loss where 
adequate implant stability cannot be achieved. 

2. High Occlusal Forces: Avoid in regions subjected to high occlusal forces such as the 
molar areas in bruxism patients. 

3. Poor Bone Quality: Patients with poor bone quality (e.g., severe osteoporosis) may 
not be suitable candidates for short implants. 

4. Systemic Health Issues: Contraindicated in patients with uncontrolled systemic 
conditions like diabetes or those undergoing immunosuppressive therapy. 


Clinical Practice 


e Case Selection: Careful case selection and thorough preoperative planning are essential 
to determine the suitability of short implants for each patient. 

e Surgical Technique: Employing precise surgical techniques and ensuring optimal 
primary stability are crucial for the success of short implants. 

e Prosthetic Considerations: Prosthetic design should account for the reduced length 
and ensure even distribution of occlusal forces to prevent overloading. 

e Follow-Up: Regular follow-up and maintenance are important to monitor the implant's 
integration and address any complications early. 


v 
BOX 5-1 | Advantages and disadvantages of short implants 


ADVANTAGES DISADVANTAGES 


* Fewer surgical procedures are required, resulting in less * Achieving initial stability can be challenging. 


morbidity and less swelling and pain. + Type 4 bone may be at greater risk. 


* Fewer materials are required, which means less cost for the 


j * Submerged healing with subsequent reentry is generally 
patient. 


recommended. 
* Less surgical time is required, which results in less operator 


? ; * There is a possibility of more prosthetic complications. 
stress and fatigue as well as less tissue damage and less cost. 


* Because long-term data are still required (especially for ultra- 
short implants and single-crown short implants), there are 
potentially unknown long-term complications. 


* There are fewer preoperative and postoperative 
complications. 


* There is a decreased risk of damaging adjacent tooth roots. 


* Thereis a greater likelihood of achieving optimal implant 
positioning. 
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BOX 5-2 | Guidelines for short MRTI placement 


longer implants when the following guidelines are used: 


+ A preoperative CBCT scan remains an important diagnostic 
tool because it permits pretreatment assessment of bone 
density and exact ridge width and height. 


+ Buccopalatal alveolar ridge width should be adequate or 
managed appropriately to ensure that a minimal thick- 
ness of 2 mm of buccal bone remains after osteotomy 
preparation. 


+ Asite with reasonable bone density (types 2 or 3) is 
preferred. 


+ Bone type 4 represents a more challenging scenario, and 
wider-diameter (= 5 mm) implants should be used if feasible 
to optimize available bone-to-implant surface contact. 


+ Self-tapping implants are preferred to minimize bone 
removal and increase the likelihood of adequate primary 
stability. 

+ Osteotomy preparation should be performed incrementally. 
The clinician should consider that once undertaken, short 
implant site preparation allows for less correction of angula- 
tion than is possible with longer implants. 


+ Slightly undersized osteotomies relative to implant diameter 
are recommended. 


+ The finding of type 4 bone calls for minimal site preparation. 


Short MRTIs placed in native bone of the posterior maxilla can be a viable alternative to open sinus floor elevation procedures and 


+ Minor transcrestal sinus floor elevation during short implant 
placement does not generally represent a problem even 
with small membrane perforations; however, membrane 
perforations can be avoided by using stoppers on drills (now 
provided in many surgical instrument kits). 


+ Tapered implants will improve initial implant stability and 
reduce the risk of implant migration into the sinus when 
using the transcrestal sinus elevation approach. 


Submerged initial healing is preferred. 


+ The time frame for implant loading need not differ from that 
used for standard-length implants, although immediate 
loading is clearly contraindicated. 


An unfavorable C/I ratio seems not to increase the risk of 
implant failure or prosthetic complications; however, splint- 
ing of two or more implants should be planned. 


. 


If a short implant is planned for restoration with a single 
crown, the implant is best placed in a site with both mesially 
and distally located teeth. 


Aflatter occlusal plane forthe restoration may help decrease 
the nonaxial forces. Other desirable prosthetic consider- 
ations to achieve favorable loading include splinting of the 
crowns, occlusal table reduction, and avoiding cantilevers. 


E 
BOX 5-3 | Factors favoring success with short implants 
in the resorbed posterior maxilla 


+ Nonsmoking patients 

* Increased implant diameter 

* Moderately rough surface texture 

* Favorable (greater) bone density 

* Submerged healing 

* Splinting and progressive loading 

* Avoiding occlusal overload and parafunction 


* Remaining natural teeth distally if implants are restored 
using single crowns 


= 
BOX 5-4 | Recommendations for managing the 
resorbed posterior maxilla with MRTIs 


+ Currently (until further research proves otherwise), sinus 
floor elevation is preferred in sites with less than 5mm 
residual bone height and the placement of short MRTIs. 


+ Transalveolar elevation can be considered when creation of 
3 mm of bone height or less is needed. 


* When residual native bone height is between 5 and 8 mm, short 
(6 to 8 mm) MRTIs can be considered without sinus grafting. 


* Routine use of ultra-short (< 6 mm) moderately rough 
implants in the resorbed posterior maxilla requires further 
and longer-term research data. 


TABLE 6-1 | Clinical indications in the treatment of 
different degrees of posterior vertical 


mandibular atrophy 


RESIDUAL VERTICAL 
BONE HEIGHT ABOVE THE 
MANDIBULAR CANAL 


TREATMENT SOLUTION 


7mm 6-mm-long implants 
6mm 5-mm-long implants 
5mm 4-mm ultra-short implants 
4mm Inlay technique 


<4mm GBR 
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61.Segmental Sandwich Osteotomy 


Indications: Insufficient vertical bone height for implant placement, preserving bone volume 
and architecture. 


Contraindications: 


e Severe Bone Defects: Extensive grafting may be required beyond the capabilities of 
Segmental Sandwich Osteotomy. 

e Systemic Diseases: Conditions compromising bone healing or general health. 

e Inadequate Soft Tissue Support: Insufficient soft tissue coverage for surgical success. 


Advantages: 


e Effective Bone Augmentation: Increases vertical bone height effectively, facilitating 
stable implant placement. 

e Preservation of Bone: Helps maintain surrounding bone volume and architecture. 

e Possibility of Immediate Implant Placement: Depending on surgical outcomes and 
bone quality. 


Disadvantages: 


e Surgical Complexity: Requires advanced surgical skills and precise planning. 

e Potential Complications: Such as sinus perforation, nerve damage, or soft tissue 
complications. 

e Extended Healing Time: Longer recovery compared to simpler implant procedures. 


FIGURE 4 The surgical procedures for the control group. (A) Full-thickness three-line mucoperiosteal flap raised with labial paracrestal 
incision to expose the whole length facial cortical bone. (B) Full-thickness three-line mucoperiosteal flap with down-fractured segment. (C) Free- 
hand implant site preparation and free-hand correction of the position of the fractured segment. (D) Implants inserted in the osteotomy sites. 

(E) Particulate xenografts placed as a gap-filling material between the lateralized labial cortex and the palatal bone. (F) Suturing of the wound with 
horizontal mattress vicryl sutures 


62.Customized Healing Abutment 


Indications: 


e Situations requiring optimal soft tissue management. 

e Cases where a precise emergence profile is needed. 

e Sites with irregular or deficient soft tissue contour. 

e Patients with aesthetic zone implants where gingival architecture is crucial. 
e When there is a need to shape the peri-implant tissues during healing. 


Contraindications: 


e Patients with poor oral hygiene and non-compliance. 

e Sites with insufficient bone support or stability. 

e Cases with significant infection or inflammation in the implant area. 

e Patients with systemic conditions affecting healing (e.g., uncontrolled diabetes). 

e Situations where a standard healing abutment can sufficiently meet clinical needs. 


Advantages: 


e Enhanced soft tissue healing and management. 

e Improved aesthetic outcomes due to better gingival contouring. 

e Customization allows for better matching with the patient's natural dentition. 

e Facilitates easier and more precise prosthetic placement. 

e Reduces the need for additional surgical interventions for soft tissue correction. 


Disadvantages: 


e Higher cost compared to standard healing abutments. 

e Requires more time and expertise for customization. 

e Potential for longer healing time if not managed properly. 

e Risk of complications if the abutment does not fit perfectly. 

e Increased chairside time for both the clinician and the patient. 


Customized healing abutments play a significant role in achieving optimal aesthetic and 
functional outcomes in implant dentistry, particularly in challenging clinical scenarios where 
standard solutions may fall short. 
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63.Magnetic Millet 


osseotouch 


TOTAL co 


Indications, Contraindications, Advantages and Disadvantages 


Aspect Details 
Indications - Patients requiring precise and minimally invasive osteotomies. 
- Cases where traditional mechanical or ultrasonic osteotomes may 
pose higher risks or complications. 
- Situations demanding high precision and control during bone 
cutting and manipulation. 
Contraindications | - Patients with magnetic field sensitivities or implanted devices 
affected by magnetic fields (e.g., pacemakers). 
- Cases with severe bone density issues where the magnetic millet 
may not perform optimally. 
- Infections or severe inflammatory conditions in the surgical area. 
Advantages - Provides high precision and control during osteotomies. 
- Minimally invasive, reducing trauma to surrounding tissues. 
- Decreased risk of overheating compared to traditional methods. 
- Enhanced accuracy in complex osteotomies. 
- Faster recovery time due to reduced trauma. 
Disadvantages - Requires specialized training and equipment. 
- Higher initial cost compared to traditional osteotomy tools. 
- Limited availability in some regions. 
- Potential compatibility issues with certain implanted medical 
devices. 
- Risk of magnetic interference with other devices. 
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system cdo 25660050? Length i diameter o3 egeqjoSqgodl 2205 implant system 
9930 Implant ex50s0508 moda agar soepo&oo 0205$62202206222030? 
system 3052461 o»$oqppQo5soso5:soqp:eo»? oz»[g»oo»edli 


Fixture 4, Length o? 4mm q 20 mm à 20mm 32000569 implant system soqpiooo 
comoju 22p5esepeo Implant system 9302» 05$625059050009: 
00590205:§}029 v: merced goð: Implant system ecozcog 
03209220005! 3392096002 020500 Company À, Implant system o? 

253005 062002961 30500. implant system 00690? 25:160220056986 À, Fixture 
length 1 diameter | Thread design co208 29034, Catalog go egos soopdqgor 


Implant à, Fixture length o? egsqjo5023o9lgo ocoeg:eó: 

on 03050089 procedure (pue immediate Implant yon edf osa; fixture 
Length egsqjo5eo5r) y1 Bone defect $e, or Bone quality & cx 8059 implant À, 
position (Tilted Implant) 0803 oSor:qdleoSu 


Fixture Length gocopd: Short fixture qe Long Fixture qV: (Saqo 
ogrsagnpzeorco2) 4mm 9 20mm à 20mm 320005 Qo? Fixture 

Length co203 podea Long Q Short qo5c3e[mepeo mamona Short 
cài 900560020589 Long Sao 2205905q]05320?6:32020 026903 BE 10mm à 


890005 0896 Long fixture (Long implant)qoSc8, 2»059o5[9 9mm es2»o9«9«6 Short 
implant c9 2205905[o30»o3i 2295600? Short fixture, Long fixture cogo? o205o»9 
Implant system 4, Company catalog o? [oxo9[G:05:qclGu 


Long fixture 4, 3222029/090 Primary stability o3e§[gE:d1 o2j$eoo509 Implant 
surgery Ñ, Major goals oo 

oi Good bone-implant-contact 983 (BIC eoo»6:qj&oooSedl) 

J! Good primary stability §80h 


oop5esepeo Primary Stability à, 32e[o356:02 codgézqqéE 8corE:0005u Primary 
stability 2802 Implant 4, cosp $0500p9000:0? Fixture $, Bone & soodgodqou 
3le[o3»€ Implant o»$eqp8:&, Primary stability e»»6:e0226:«2000 Factors qp:go 
Bd] qo eorpdeg00051 


338 Factors copo» 2226020588600) 
on Bone density ji Bone quality ou Fixture shape gu Fixture design 
gu Fixture surface characteristics 61 Surgical technique oo? c96:9:$60» 


factors 02§dlos05u 


Long fixture co203 Apical anchorage $c$sa005 

saclgsacsdjsconGo egoo Apical anchorage $3280) 
32o[g320$60200002? 

ou Immediate implant cpSqé 1 Bone defect cog§qé o Tilted implant $05s6 

qi poor bone quality [g6g£ Long fixture o? egrooCoooi Apical anchorage «302» 
Implant À, Fixture 3206:00 cosg 07502059 sand 2026090? 

$E: 0?909059»cop5:e9e00? Occlusal load o?edli 259509 Apical anchorage 
3c8s0503 saclgasoescoza8qé 030505: Implant system oda» 10mm 32000580? 
Fixture o? Company catalog odo) egrqjo5226oo05i 


200 Fixture 0803 ©ar20538 implant 9803 0022:00:09 GEPC: 

9038 mor Fixture Bo Implant odcaqpE:ase4, coid [jö portion 
Si Implant e9020020009 Fixture portion aoóls206 Crown portion qo5 Abutment 3 
Screw portion qo5 «95s unit ood9sa[g6 Gep5:eol6:o6000:0? 9902208: vogo: 
0069086 podobo Fixture & Implant 0803 


39092398203 CPC: on. 
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sleog Long fixture (Long implant >10mm) cogo? eo»? Lower jaweogeo 0008 
Recommendation eoso000:2pi 3220050022098 eomoañáconae: oF oozechi 2o» ; 
950305 eo Apical overheating risk Adı Short fixture (Short 
implant<9mm) cogeo primary stability «89050205 Short fixture copo? Bone 
Augmentation ecoSo3case copa, Alternative prosthesis dlGu «8080200 Bone 
augmentation ecodqé 220 Short fixture copo? obx:Gop:eo:oo6oooSedli 


Bone Augmentation Bon seppe eoJ H:A) Bone o? S: 
Value: amount i & effectiveness [3802263206 moş: cal oo»dli Guided bone 
regeneration vps: Bone augmentation technique 00991 GBR c3 


ogl$eo2509 soeone o»cSegli 


Bone augmentation techniques cogo» 

on Graft materials ju Block bone grafts ou Split ridge technique (Split osteotomy) 
qi Sinus floor elevation sy Alveolar distraction osteogenesis 

03 oloGooo5i Bone augmentation $o0c$ Soft tissue augmentation 
Copó:$]e20:000599000 Peo 
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3206: (J) Implant Fixture À, Platform switching à Abutment connection soc[opé: 


Implant Fixture &o052505coos6 eyes 63002006900 "plateform switching" 

«905 columna 025951 2209 Mmg o 2502 Implant System 4, Catalog book òp 
2095002285203 coppoperooodo3o»o3i 2o»so»espr[o3:9ooppooppesr[o32»c9! SDesign 
0 Fixture qo olo6q6 20232020560256:20ci o»goS036:026070 095 platform 
switching o9 9903 Implant System qo oop5ooodo32»coos ga 
o36:00990001do320000:99«6 platform switching o9 fixturego 

copa comia 0999 qeo5 


aladas Platform switching 32e[p356:0? eq6:96 platform o} Dental implant 
nado columnas ee[qqole39eo5i. Platform is the portion of a fixture on which the 
abutment rests platform on gE: Ese[goqaé Abutment api: sondeu:d 
Fixture À, saedl 20053206:01 on Fixture yo GoooSedl Platform switching 
«800000 Fixture-Abutment edlé:op5:e00503:032081 Fixture go edlox»à sagn:0005 
920328053506:6co:cÀ §G:o050960qE00051 


0002030002 Abutment à Fixture o» Connection 00598, 9950090050 700051 
Connection & &o05e09 20090 968 Screw corp Gewonde 33929909 90050? 
Connection o? "Fixture Abutment Connection" c3 esf o»o5i 


Fixture Abutment connection Beso 900509009509: (9) ys $o205«9000 
Geog 


oi External hexagon connection 
Ji Morse taper connection 
eu Internal hexagon connection 


Z(O 32908020596: Internal Hexagon o» gP 


S2qp:poo co25e0250905o»»[o307»0? eogqoooi o»p5esspqo Hexagon ago) 
Abutment o9 Fixture à og05e0:000:600960:000:9 efo econó 


External hexagon gÊ Fixture o» Hexagon oo platform qo eooo990p05o89 
so06:20588o»ooislo Abutment qo) 905650? Hexagon 66% Lock o32:c95e05u 
00900 hexagon 

06 gadeGEqE mba AANA w:aQadesq soa0EelysoSEor05edli 
agneJjodsaor5eodedl, 16002022220209e9dli HSn e] 
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External hexagon 6603 qa: [gé[ozabaqEoouSe8q6 1Literjos esjo5$29:3200? 
fixture À, platform axes 90902680? e[q»o5ecoo6o6 hexagon 

06 COScBodiFixture edli e cqoo§$sed:03 Abutment 46 [gef 
Gqo0&o9:3o6:090299: E eo Sb Hexagon c»o[p399?edli efsooSco0rSH6 

32628, [990560020306 eqo5$oprs»0000 External hexagon connectionói 329 
aopdoredcdsesorudasqE e201$0192cop9: equ $0 oa 
oo6qio?ecooo?[p3e9c9o» Implant go fixture abutment connection 28029 
92290070d9$208.092208G0051 


GEOG: 326: 62000103 CAR: eomesapap PJE valoo 
So[o3p59240:000: 09096802 09132080190 Platform switching Deon eogsc36ec5i 


Internal connection 92600? Fixture o» 32056:905066802 Hexagon 

06 39688 Soros Abutment meo 90039 ekpen 6 connection 
320:0 99090568003! [qE Abutment o? Fixture ò odoo Hexagon 
qÊ: sondago:005edli 


External hexagon 9O[s6[s Internal hexagond [gd{g Screw 29:33 Fixture $ 
abutmento? 003798: implant ooĝegpê:c cored 


saqbop§:ore896 Fixture & Abutment «005020605 platform switching Ge o? 
Abutment o9 Fixture oo05 diameter cj:vo5e 0d: eo2»6005059:60909 66 
32801000: aff [8 dea aoo vgopar 33009503 Abutment-Fixture 200503 329loo 
Diameter o9qj6: $:v05029/6: co 90050226050525 Abutment o? 

Diameter e22:02» 6028005 c303$30) Fixture À, $0599:20:0? Platform switching 


$ Seal ameno 


Abutment Fixture diameter opaSsadsooSopqié: s0000 Fixture go 5039020005 
o03$600202 060? "Platform matching"c3esl ovvu 


32€609$:00 0»900602056005 Platform matching o? Design opo5[p3oooSi oa 
platform matching 0300050090593 platform switching o9 so[g6s»«36opo5co»[o3co 


eo3qi6[o3oprcoou 


NASHE Platform matching $60 Fixture $ Abutment 20020) 
G$epoo5oo5cog90» Bone o? resorption [gScoc8di s2800 primary stability 8805 
oued Fixture & Abutment 9005650? es«poo Microgap $e o qo583[o395«6 
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202 


ofg6$Eo3 026502 eo05e[p356: eco: Jo 330095 020802 esp Bacteria 
colonization [80005 qE Inflamatory cell infiltration [s[&: peri platform 
o09005c0p9 inflammation [jo bone resorption [5$«6025ooo5i 


alejoypé e320596:9» Company cogo Platform matching Geslo} Fixture Abutment 
coi005q/6:0909096900560250 Abutment à, 20059 diameter o3 esozo platform 
Switching o9 e[356:c5 apo5ap8{oxe02700051 


3290800506: 2005 Company oo oo6296:006 296: 2908. Implant System or Fixture 
Abutment design o? platform switching 668 oo6000:02»0l«9000 bodan 
sosposqp:308 s»so$:00[»395e0»05600?0li 


a0§:02000 Abutmentà Fixture o5090969005000225 Abutment à, so059 Diameter 


0? eao Microgap o»cog5: Bone ¿ corpo? egco8oSeoSedh depp Switching 
Geson bone resorption &o5:eoSedli 


oop9esepqo Implant & vodao: ekpo Platform s»e[o356:eo05 Abutment 
Fixture Connection soe[p358:qo5 030318: epg onosi 


Implant $0050005{8: edloooqeogo» 
oi Platform switching 

Ji platform matching 

ou Fixture Abutment connection 

Gu Internal hexagon connection 


gu External hexagon connection 
Eu Morse taper connection e [&e[3»o2»:0looo9i 
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a. external connection a. external connection a. internal connection 
without swithing platform with swithing platform with more swithing platform 


Platform switching 
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Bone level at time of 1-2 mm bone loss if no Bone remodelling with 
placement platform switching used platform switching 


2005900500 platform matching 


000900500 Platform switching 
Platform matching eo bone resorption [s$eso[p3osou 


204 


3206: (o) Implant «900o........... ? eggs: ooo[gjg$soqio^ 


Implant ordeqné: coop?eoo?eo5c9 oA: vov: coppeo?esepoo Alveolar 
bone condition o? [o30$03[o305qe05u Alveolar bone 

conditiona$eoo? 2o»eop[oap?sgocór esesspsp [305[n05222:22»: [o3990205s9leo5i 
o[o399958600? copiada: patient o? 

320905000» e[329:9 copdcBoqagé 20»opo[p3ecói s325p5c9 

o[g5ees2»6 o»o5c3[o3jo2»0205ec5 05:02:38 sacode des 33009508 Implant 
copdc$eqo3 condition o? implantoo 589 00202 [gomoso 0? Se oco 
o23q(6[p32p:coos Biomechanical complication ccs! 02051 Bio eo 

020589» [880021 mechanical eo HAAA nse 

cg6qqp:Q DAPEN són eox»05$60009i dleo9 oeoo Dental 
GF opsmigó Org EdkqE ed! cor05 

ÖP: HEA 332595602? es202«»:600005qJo?qiqq6 Biomechanical 
complication o9 


"9:62220202399l aake ed anajgamgo" A conato 


Implant ecopdaé [o3990?[o399»«9 Clinical examination ¿82900051 $3209 CT scan 
& Confirm aged 332299 $090 


oi Bone shape 3 
J! Bone quality 


Su 330099869 [oxa$0005e6 Implant oo 020202050205 confidence 
geo y mpoo poA 96968686 efa fE dS oS 0205 
Implant eardqécor2ré mosto c302329l aeoo: Refer 
09502 Has 99820205 3290632026:320220069 CPAN poi 


03 saq: Bone shape s»o[»356:623q|659:0»o: Bone Shape o Bone volume 
oe[q200oi ss0095085g05qE egócoo o Bone volume «302» s»$kopo?e[g»oooi 
c900993c9 eyes physics soc[gósos 

spice oop5opre[oappooo5eopobcoos 339099609) implant opoqi 
copógesep edentulous space à, 3209P: 

PAEA oI oodeqnEsao§$qocora $6eqp6:eo$oocoote3005 

[32503 99699251 espa) implant 

megs d.decor05aQ2o07/G:a099qeuda8oo nro! 
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Zeon: oe peon: s29 

FBC dg qpeo5[o39»oli 329 3230» elyagao Edentulous space à, s»[36& 
308030 e[q»oleoi 3lo? Bone shape 055525: Bone volume c3esl ooo3i so[a6o? 
Dental implantology g> opo»q9e96ep eo22:09:0069 32053 Vertical bone condition 


c9 f: 3203 Horizontal bone condition c3 

95820000201 c9050905090» Gdledlokdkelgoqaé gae pÀ, sf 
30803 [p3p9o»c5edli slo? Bone shape [03990205 obs: Bone volume 
[p3p9ooo5c3e9$600o9i e22qpop:eodo399es» implant ooi 

3lo[o3e»sgo slo3{ox05[8 Implant À, fixture Size & Length o§§:{G: Treatment plan 
HAONA: G05 implant copó[8: Biomechanical complication o6o06 


soqpoeqpeogi: qe egg 


@§005 Bone quality [o395{oxq 02051 Bone quality e022 oomsopesné 2502602 
292g $2000:0001 02020500$: Bone density o? Hond es202000[3663256 
codepage implant copós 328:0 go oqjbooo»e[g»ooor 

goo0503502059930» a22[ox08[0705(Gse[goeso2205 020205607? 

YO005 0350005 «300» Cortical bone thickness & Cancellous bone à, density o? 
(o305{Gse[G202251 Bone quality or density o? s»e[g$ (c)djggooo:o»o5« fioo bone 
on 620005 adoos implant o502s»9lp3s6 a»o5eo2xga$gooa*i nN Seon 
Cortical bone à, thickness o» cox5¢ox50902051 cancellous or spongy bone Density 
ono: 9393900900 Bnp: o joo 0266205600? eo30602299: 
0926009913leo9 Cortical bone À, thickness opeoosooo5i cancellous bone neon 
2099 bone density or quality type y &olo5 oğ eopelap:s0:01 ¿dos o bone 
orcorpcortical bone 236660256:1609600291! cancellous bone ag: oop5320260I 
MAS ob:4$:0005:99000 sparse cortical bone and sparse cancellous bone 
So5c3o9:s$:0005i bone density o? [o3p9«6 cortical à, thinckness & cancellous À, 
density o?[o3o»olooo5! deog Afon $olo5[o3:ecoeco cortical bone óecoeco 
medullar space oqjoSecoecoólói 33229325] Medullary space oqo5ecoeco 
cancellous bone density sparse 

[abecoecoólói 2995085 so:o»95eoqj6ólo»o9i 6300969: $ c bone quality 
0260»? Thin cortical & very sparse cancellous bone ou 

Olcopo:Okio009 gcopoigooodi Okoo059900 cortical thicknesso? epon 
gozo cancellous bone à, Densityo? efon 

Implant copdeé Qco99:90005 Ólcopsroltooo5s9 Fixture ooppsooo 
S3209050005060lo»o3i Type 1 oaeo cooling eoqpo»oseo5i Fixture 
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009905309) frictional force epp Heat goang osteoclast , osteoblast & 
osteocytes cozemeostador 000202329lgocop5t agp$o09$03 320 G20qp 
JEVI ovpodaéengineer cop co3p05220:0? drill&sor05eE 
cobiafoqpEscGagagoz03 ooo? [god 


3386005 drill & fixture 320505 implant surgical site 03 eec»0596 LA eorcoo[a[g503 
Probe 3 o$:e0$60005i esrodesoSercopd: codon Sense 

o2o509000:q9lc38e05i 630090969 CT Scan §o5[oza$ech bone shape or bone 
volume o0»? alveolar crest & vestibular depth o? 

so[g6 $3 eo[o3poQo Slooso[a60? BESI sj 2360505 

s209[03607? vA og io eopo5q6 amb ago alveolar bone 
s209& $E Asg CT scan JoJ Computed tomographyedli 


Implant cop$E{oj0008 Refercopd: co$6[p39leo 


Reference : Implant dentistry at a glance 
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Horizontal bone resorption 


Vertical bone resorption 


3206: (ç) oop5e& 05862» Dental Implant sae[ozoé: (o) 


Implant&oo52005[$ Alveolar Boneod 2205c9 06$60203| copdeu:qSeorE:005 
0:02:02329l erode$cogc8cordlGuDental y $o5c9qo? e»059$32q[s20:6090» 
con soqpio3sói Seog egeqioS[sGosqS e2059$ 9300202600? Aone Dental 
implant & oaan (c) djs $020912205905000:02»e[m9looo9i on Panoramic 
Radiography ju Intraoral (Periapical) radiography 21 Cephalometric lateral 
radiography gu Computed Tomograpy (CT) and Cone beam computed tomography 
(CBCT) scan 3ló go505d1 Implant copdeé 3leopQo»ooo5i 


Implant ĝon wyses oooedli Dental opes Bf pdos ADS 
con so[g»: implanteo¿o:jomejoycaol 


PANORAMIC RADIOGRAPHY 


80705950 Global visualization of many anatomical structures Gog[oxa$e8qoo05u 
Global «302» Not limited o308c8020h1 


"dleog Implant co958 esep 026:09200003/600? Panoramic radiograph 3 29220036 
208058 a003cuxdlqcou " 


amejopeas À, Drawback o» Major distortion and Variable magnification [g0205 
a8022 2003002011 eo05 & Software & o22:e096:c9050lu 


" Inappropriate for accurate measurement" 

podamos 206222e0lo»c99e05 coédlos0Su 

PERIAPICAL RADIOGRAPH 

Periapical esf intraoral radiograph meon godos (JJA Aos 


oi Dental implant À, Fixture copd{G: eeoC[o3998 2p:0005i For implant monitoring 


edili 


Implant copd{@: Fixture À, e22:005005cop5 o» bone sae[asseso3a8qiEqE Periapical 


gomoso s»opzoo[s6 Ossteointegration [s9e[s6 e2»sp[o395c3so»o5i Implant 
copag Yearly $605 Goyo Marginal bone level o? cofon 
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@§005 implant À, fixture qo5 abutment qo5 prosthesisqo5 (ox: Gap Jef odgieqé 
periapical.Go5qdleoSu 


Ji Implant ocopdeépre-operative 326$& Dental & Periodontal o3cop5: 25:250 
Yaoi 


CEPHALOMETRIC LATERAL RADIOGRAPH 


Cephalometric Lateral Radiograph o? 8(o)ajaSfoxab$qiEqE o5zdlo8 ooon 
Implant copdo3 s29lo»cdli 


oi Saggital interjaw relationship 
Ji! Soft tissue profile 
ou Anterior bone width 


8 (0)980052005«6 AAAS 
COMPUTED TOMOGRAPHY (CT) & CONE BEAM COMPUTED TOMOGRAPHY (CBCT) 


CT & CBCT2000g222c5€960»? Radiationodojusam ozr0205de[spqdle8oeo5n CT o» 
FAN Beam & 905004 o?05[o399q60? 328053296:0? Qeon hon onde 
Computer ¿eBox qA Seed 3D [gdchqc8, Radiation coMeoh 
BoreSedhi.or05gSoo5a2030503 Ray e090» 029050566005606 (sá: 06600» 0803 
Areago5:00051.0803 area $05:602) POPNE 329053296:60l co» 3D [jig 
Radiation cogo Fan 66 eooo€eol6:600 ana agar do CTeo [gd 


oooóli 


CBCTooc00? ogray copo» YAMNA: 2g|$ Cone beam Åe 328053206: 
saan: orddlooads AAAS o»$qio5c905905q69 Cross sectional 
vieweoz multi slices 323j66090069lo»p9: eo29eoo5qo»o5egli CT 03/600? mojo 
Cross section o»69qj6$$: &oporooo5i soplos opor Computeroo Cross 
section Gop [4$8[G: 3D 020509050005! CBCToq[o00? 999508 opo: oo69lecoo05 
$o5e68 3D oop5esooo5$6[Qi 202022292:25c5«9602? CT FAN 66% Xray godo 
1 CBCT ooCONE 668 Xray goði 3lóog»o0oi $o CT esp CBCTesp.e»059$ 
OADGOZAIGI q6g60»:o9[g69:9»ed! andan jara tam 333l CTeo» 


oou 
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G§005[G:CBCTod Pre-defined volumes$o2§\e00200051 CT Boq: 000 
Jo: 080503059 Xray o» CONE [6490328 g ga: Cone ca: 0905 
qocoo:e3000 ovalo: Jon 3loo» CT coo? CBCTA, 320:2»2:qj0201 o$ 
00039202050! coso opo» pJ onm: 8:e3l6:& qo»s0 [p399q16002000:9300» 
[o3j0264|$eoooo:c3qooo5i 3lo? Field of view (FOV) c3esl oooSi 605926009 Pre- 
defined volumec$cal dov FOV à Pre-defined on 32050?9cdli 


CTS CBCT Resolution s2090961 CT CBCT Dental qocop5: o5ooo5i Medical 
(2009520200051 60292g,053200:025292:0205 090 po CT esp CBCTeep 
Cross sectional slices: Axial slices & Panoramic slices o5qj6gjoScssoooi 


Axial sliceo3025 2260609 fgos: o3/$80? vien Cross sectional slices30»» o$ 


205200005203 Goor|G: m:3 Sao 661 CT or CBCTÀ, Panoramic neo Qe8eXray À, 


Panoramic c9oedli 


CT e$07.Computed tomography CBCT Cone beam computed tomography 
edliTomograpgy e» Tomos on Greek o»eo6:0205coo0»»0liSlice or sectionc$ 
JA QI qpe 

CT ofs[s CBCTS [g8[g8 Implant y oooScSoS:cda8q6 


oi Accurate measurement for Implant placement cdi co95d esepas Software $ò 


[g8{gS manual 39 fsfs o26:o9»«ooo5i CT or CBCT tomograph 039 o26:q9leo5i 


Jr ROJE} Cross section Sliceo? egoo: Bone quality & Bone volume o? 
[NS 


Bone qualityo» D1 D2 D3 D4 Ñf: (c) ¿odos [p$qpoo5[o3959li Volume meo 
Alveolar bone height s»c3piso&o?[oappoo»oli 


Implant copdqé CT or CBCT ¿905|83 ooppooo Patient 3202056026:0loo05i 


NASo Cross section, Axial & Panoramic View so[yé 3D deed$EeBdl510305 
aso eged saapSadeGosoepoBaocora8or ooo5Software ò orun: 
Implant planning pc} Edo 


Implant ecopdaé Bone evaluation ÊV ganaban: Heightesp | 
BIODDIOSSCOIODA|CS | C0999 Fixture o» Nerve&$:coos Sleogavbor [030502003 
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Evaluation o9S000508 ef dlosoSuCT or CBCT AAAI $ Gold standard 


Shio5s{o905Ch 


Fan Beam CT Cone Beam CT 


Used in ‘conventional’ Spiral CT 
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Cone Beam Computed Tomogrph 


INTERFACE CONE-BEAMCT MANAGEMENT SOFTWARE 


CMOS Flot 
Ponel Sensor 


Step 4: Digitol 
data is sent to a 
computer for 3-D 
reconstruction. 
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Step 2: Cesium iodide Step 3: Photosensitive 


Step 1: X-ray source 
produces cone-shoped scintillotor converts x-roys pixels convert scintilotor's 
beom thot irradiotes o into visible light fight into electrical signals. 


On-chip circuitry turns 
electrical signals into 
digital output 


patents mouth and 
jow os the arm rotates 
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How an X-Ray CT Works How an Cone Beam CT Works 
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X-Ray Eritter 
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Cone Beam CT 


Conventional CT Cone Beam CT 
- ‘Fan’ beam - ‘Cone’ beam 
- 1D detector - . 2D detector 
- 1 rotation = 1 slice - 1 rotation = volume 


(many slices) 
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, panoramic slice 


Also called as field of view 
It is the amount of area to be exposed in a single scan. 


Depends on: 
* Detector size 
+ Geometry of beam projection 
*  Collimation of the 
beam 


Shape - cylinder or 
Spherical 

Can be selected based 

on individual requirements. 
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Panoramic reference 


— — — — —~ n Diin Dr. James Options Help 
HASA 
[hrk Pa I a OD de IQR BL 


L. SimPlant Start Er] - 
2. Prepare for planning € j 
3. Plan implants X= > 


" Create an implant 


% Place an implant 


TT Draw an implant 
8 Draw an implant with 


b Change an implant 


b Match and specify selected implant 
b Refined implant movements 


b Implant Properties & List 


What to do next? 


Ask Dr. James ... 

Request SurgiGuide 

4. Order SurgiGuide EE ] 
5. Communication E: 1 
Tools pE i 
Measure EO. 
Add text annotations 


"Implant planning software 


3206: (9) pez ooe Dental implant s2o[p356: y 


oSoobospecoiqp: 


o (o) 


on Implant ordeqnpEscopbo3sadloyaéE ana, CkhoSgS$Eqs santo 
"aogpo:eX GO - çH 08088000" i modada onean oo$6qeo5i so Surgical 
accessibility cax2E:0005e8 22099050005I 


ea$: soon Implant copsqEoooSeBe[ypomg q[o9q6: 0209 coo9opi br ost: 
Jon scaon ¿dos y o? pA 


Tilted Implants 
= Avoid sinus and nerve without grafts 
m Decreases treatment time and cost 
= Increased patient acceptance 
= Angle corrected abutments required 

; — = 


9 (J) 
Ji Jos 02803 s»cq[05000 go e603800» ecoradcomEv§op:a8q& 


oi Short implant egssoc5i 
JiTilted implant egsqeoSu 
(90 jodo) 8:86 Sdlo5 gs005[ox0$chi 
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¿ (9) 


go o60380006coo0960056 eo»$602 c98060932090 Short fixture or implantı 


o (2) 


ou Implant ecop?96oo Local anesthesia 
eos Probe & Keratinized gingiva, 32090? coslada: $/$eosjoo9! 


Implant cop$d Edentulous ridge À, Gingivao»» Hypertrophic mucosa [gdes8: esa 


0990800999608 292262002 09908023»o[93205 «96 [jooo eoe Surgical 
reduction aove don 


0 (9) 


çı Alveolar process dimension 

"3000 & fa" 288 CBCT Af: fjdd Slices eop[so5[go5(&: implant copós 
Edentulous ridgeo?[p3990li sasaS:ads y aj pco fsf ha 

oog5View o? CBCT& Cross sectional view Ges doosi 

6§003005§95:02609) 

Diagnostic cast o9 s2o5:qjc9qooo5i 2099599100 Estimate ò qos ayb gp 
implant 8059 Edentulous à, mucosao? esspoeóle:5o»es Gor03G:03Ezqdloodu gq 
@ C0203 mucosa 32090? Cast e» 03&:002:03 Alveolar bone safyggodones &o5qoleo5i 
dle8qé Estimated bone heightadlGu 

CBCT s2eo»»6tenroli 


¿905 y eoos[o3cSóu 
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g implant copos 222020992:$6eqp6: 

[p3o: Edentulous length or horizontal inter dental distance o» 32595:e5: 7 mm FqooSu 
implant sdcqnE: arsaqoSoopsqE 14mm 1 o eqpézmóna 21mm §adlocdu 
mé) implant jegpésa, fixture ogojo 3mm og»oooxdli 

Fixture & oposgoo 1.5mm ogoqdlooSu 


20902861057 mesial 900503 crown Goré:e503 Interdental spacec$ caseQjsgo implant À, 
fixture cop$o03s001 Spaces), 3202059» 2205905023»026:600p929 52009 $05:505:08:0005 

, Qes sislos Prosthetic mangementoydor0Sc8esI don da sagep À, 
socoo30?e0góli 3289), 3905050205000:000 Doy 


Conclusion 


Baog: 

1. dkoSsa0q{05 

2. Short implant / Tilted implant Joos on 
3. agosd:000:08 probes, coos: 

4. CBCT Fosorgondl 

5. Horizontal interdental distance 


8 (9) 9 02» woseo s22: Main points cogdı 


3206: (6) aopSes ooe Dental implant sae[ox&: (o) 


qo5ooorespqp: 


Practical No. 1(a) 


Practical No.1 

Implant o28eqp6: 05023091 "CHS" $ 32096020269l 0? Crown Height Space una 
"8-12mm" $j8c9so6dloooói 

Implant o286qp6:90302329l Npn A E 2g»i8[o39996:09020li [Big6 CHSo? Checkch 
ógo[gooo:0? Spaceor CHSOlói s»ólgo:eco:0? c9eg?espCocclusal planee o? eslo5c9o5 90 
degreeagc$osqé CHS 32083207; mm & godos Slo» Implantoog$d Spacedlou 

CHS oo» 11mm «$ o$6:0p»c3qg 6 

Implant Abutment oo» 5mm $jgdleoSisle Crown cementationeo»»6:gooli Implanty> Crown 
(.dje$jolooo3i Screw retained crown & Cement retained crownsoSs9[BsS|olooo5i 

Implant 320505 Porcelain crown or metal crown 320209 eog8c3800»0» 2mm $«dlec5i 
@§009 Implant Crown, margino»o Alveolar Crestal bones, 2mm ozowmesadleoó mansa 
eo Connective tissueo? Junctional epithelial attachment zoneeol op$:co583209050li 


Slo» amo implant copsqé veoga Apdo 
agocBipoogh onc dg 
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| > 1 mm occlusal clearance 
A — Occlusal table 


5 mm cement 8 mm 


retention 


ED. me t Ud Prosthetic platform 
aes) e Bone level 


NANO 


| B | 


Practical No. 1(b) 


Abutmentqo5 Crowne Soft tissuesaoz05 eoo [goo»:0»»óli CHSo?eQl 
Implant copSq& 2299900 qA bd oqp 


The minimum crown height space 
for a fixed restoration is 8 mm 


The abutment should be at 
least 5 mm for cement 
retention. 

The margin of the crown 
should be at least 2 mm 
above the crestal bone level 
to allow the connective tissue 
and junctional epithelial 
attachment zones. 


At least 1 mm occlusal 
clearance should be left for an 
occlusal metal restoration (2 
mm for porcelain). 


Practical no 1 329009 


English c9 eo5qj&2pqp:s20505 Slideoxdaj02Ecur002:dlos05u 
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(A) 


(B) (C) Practical No. 2 


Practical no 2 

buccal bone concavity 

Implant coppo23o9l g209:0003000:99 practical soqjoSch 

Maxillary buccal bone concavity 93022 upper 1 and 2 esepeog«o $0»052509 Lower land 2 
region copo $0050? Buccal mago 9026802 orp5e000056dIi 

3lo? 2503000: Cone beam computed tomography CBCTSjo*[p3os«oleo5i Essentials CT 
Scan foon] 

93205026900 co09& emesnapap Palpation c»o[o3p9qoleo5i ug 08203 ofp 
Buccal bone concavity $6 Fixture cop503se6] Apical fenestration qolc38oo5i oqe3206 
8.5mm $03 Fixture(Short implant) obscuzdlisleog Apical Fenestration 929729 GBR Guided 
bone Regeneration Bone graft pS8c8se5dloou5u 

c00SG0g8905%0603 Practical a2qjo5026qjo50li 
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ure 18.3 Buccal bone concavity. (A) A meticulous palpation of 
process identifies a buccal bone concavity (white arr 
rroborates the clinical examination. In order to respe 
axis (red arrow), a short implant (8.5m 

vill require a guided, bore edo 


Practical no 2 


English c$ EAEN Slide 029 NT 26100051 


Practical No. 3 


Practical no 3 


Horizontal bone resorption eoJ Alveolar bone o» Narrow crest [02008 aso doz6:90 
eop[o3sdleo5i oo02o5c909400» Implant opo 2o»egiqoSeco opsoadlecón 

oi Narrow implant egsqSeg: 

Jr Guided bone regeneration GBR indication 

co6qg casedli 
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Pratical pointóli 


soos: cocosu 


- Length Width — Depth Practical no 3 329009 


Alveolar bone dimension Sejyaé popso 
Length 

Width 

Depth 


2005996 qA: [8663256c30li 
Soq60«9q6 Horizontal bone resorption c3ooo:eoQ width «$ soxcopdqEcopd: qoi 


Mini Implant Conventional Implant 


13mm 13mm 
1.8mm 
Solid narrow screw Hollow wider screw 
comes in one piece with changeable parts 


Practical no 3 329009 


Narrow implant o? 

1.Mini dental implant (MDIs) 
2.Small diameter implant (SDIs) 
3.Narrow body implant (NBIs) 
BB: py: eT Jos 
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ll Practical no 3 329005 


GBR coO(&eso05 Width 02050220020? [gEqqrch 
Horizontal bone resorption $03 Casecopo? GBRapSqdleoSu 02020509 Narrow implant 


eoopdop:a8q edi 


Short Implant Length 7mm 


@Solution for short distance to the nerve line 


O ¡deal for cases involving heavy bone loss or lack df bone 


G Efficient application to the sinus maxlla implantation 


e Simple for immediate loading 


Practical No. 4 


Practical no 4 

Vertical bone resortion cox Alveolar bone depth o929»:96 Short implant o? ogs00:9dlecón 
@§005[G: Anatomical risk 32es& Nerve injury S$6c3egsqooooli 

Short implant or short fixture o2 s262: go 8088027 oo»$60229609320909 0599: 
opsnsadlecón 

00020903 practical point co2ch 
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How Crowns Attach to Implants 


Screw-Retained 
Cemented Crown Crown 


Practical No. 5 


Practical no 5 


Implant y 
oi Cement retained crown type qo5 
Ji Screw retained crown type qo5 e9(8 


JLA Sı 0029902 3208 &Oli 


Conclusion 


Baog: 

omeogely az? 

elgolyazo:omo 

on CHS Crown Height Space 

Ji! buccal bone concavity 

oi Horizontal bone resorption and narrow implant or GBR 
qi Vertical bone resorption and Short implant 

$i How crown attach to implant 
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3206: (q) pez 6058020» Dental implant s»o[p356: c 


0520018220 Hovo oqp: 


í È / 


Practical No. 1 


Practial Application 1 

Bone Quality or Density 

Soq 68:99: q05220:$9»0» Bone quality «Bo Bone density Hef ponon pza qos 
Bone quality or densityo? o26:05$60) clinical ogpS:eSjeoo:ólop Clinical instrument s2c905 
orapancdoors{gEso§ eo0:dlope 

Bone densityo? oseere Implant oo$esp6: museum oro 
00:09 e[sqoleo5i Implant survival $ 25:8 $:ólooo5i 

Bone density or qualityo3 220509938 6ec9? 

or CBCTS [o3e29l 

Ji fixture copdesqé mag c805 Senses fogod 


on Estimated bone density region in mandible and maxilla (32000500 oqo[3c02:olooo5r) 


lE implant o»8eqp6: o005ec»»056ec5 020502030260599: robo 094002 
AE: 2»o3eco»o?[p3»qp5 [860569000 e$e$:eox3«dlo»o5i 

nado ayb GigE ocur: cogon peog: Ið 

890% implant copdeco:8 apone ofpe saes 

soos: coco: 
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The four macroscopic bone qualities are, from left to right, 
D1, D2, D3, and D4. 


Practial application 1 329005 


890) Bone quality or density ab:Gjs03 Grosso [4000220200 
Implant o28eqp6:8, Survival rate 32505:95:00 bone density D4olói qÊ D3,2,12223:23:edli 
9 fixture oigo q&dgespe3eo5c3e0056 vodop: 20p560020596$9600? implant 


copdqé 22039200001:6009I 


Figure 23.1 Minimal interdental space to place a standard-diameter dental 
implant. 


Figure 23.2 Minimal distance between the centers of two standard- 
diameter dental implants. 


Practical No. 2 
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Practical application 2 

Interproximal bone resorption prevention 

Implant 4, fixture o8eqp6: copSo3s_0) 22202029g0:& "1.5mm " [qoi 
amejeye|:0m:udaco implante, fixture shoulder $ Tooth sa[pz»: 
interproximal bone resorption ec9qj6caolor 

Implant ooSvoScop5o0 Bone cog resorption &o5:ecoeco implant [ojopóecodon 
Implant survival rate 0003eog¡£o0ól 

000205 1.5mm esmaspsid: 025805896 proximal bone resorption risk [860005 
anden 

Periodontitis [3505222:60909$9500pq0lc36e05i adorada go! 

implant cop5: e[3829:60069l 1229509 Rule cogec8ossoqE 3o4]$32026:220020569 
espadas ogoSogo3c38eo5i slo3.implant survial ateges doS 

Fixture oobegp6:& o»6eqp6io3: shoulderooes oê: 3mm opoq oð sa 
e«p[o3:olooo3i fixtures, Center axiso»eso36:6 7mm og»oo»eóleo9i odp cod 
aJJ Implant survival oyd osu 

02020509 Implant cop$S edentulous spaceor Lengthsar{g& so5:0005a8q6 Narrow 
implant apsqdleoSu 

eoo? Grecdeord1Bzu 


Shoukier 
disneler 


Practical application 2329005 
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32000202090 32800 

on Shoulder o? [gajEdloo05u 

Jr Platform ops: yqf doS 

BEfixtureosdseqnE: aoWeé apga’ Gogo a$cor9or Brandà, Shouldero» uean 
¡Platform 2005eco009«8000 e«rooo009[p39looo9r 


2090001 9soo5[p3999li cocoa qua época 


Crestal bone 


jure 17.5 Parameters to be considered to obtain a papilla filling after 
?lant placement. 


Practical No. 3 


Practical application 3 

Interproximal papilla filling 

832950 Fixture oo6eqp6: copdaqé Esthetics c3095oq9 egoo qS 
000005 main pointóli Fixture copSesqé: egagnic8, eqopesó 

832950 Anterior 0203 implant 8o5qE wopo ego: oea 
ph Soda clpaoc8a8eé Bosediar vdgaEsomé egagochoqop:edhi 
Interptoximal.papillaeoz aaoo [gadagozqiEqé "5mm" gSqoo5o3u 
o209869[o3»:0? epa eogi 

Prosthetic crown contact point & Top of crestal bone vexmafelgadlecón 
Technician qpis2e&copo: 900300228: prosthetic crown cog e$o3:eodo39li.eospo$&cooS: 
aEa008 Technician på} saco BEd 2003|03 [400026030901 
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Practical No. 4 


Practical application 4 

Minimum buccal bone width 

Buccal bone width 2o05ec»»058e05«8000 2205905q/02600» oF dlops 
Sleod "2mm "$jqeo5c3 Recommendation eosooo:ólooo5i 


9960 1mm esoe} 2mm oo G8oSqqdlosoSu 


Practical No. 4 329009 


buccal bone width o? >1mm c3 GAO Neog 


Fixture oo6eqp6:goo6eqp6:0»e02? 3mm on oĝekpoosoŐı Fixtures, Axis o» 
o36:q6 7mm azocm:adlecón 


234 


Practical application 4322005 


Interproximal bone 1.5mm OZN: 

Buccal bone width >2mm conÊ og2002: 

Implant oodeaqpE:03 GoxrEcogar§cor02dhicomrEGop8Eo§q Fixture oobesp6:oo eqqo5 
39lc38eo5i 


Figure 23.3 Optimal orientation 
of the implant: the implant axis 
should emerge in the central 
fossa and in the direction of the 


Opposing supporting cusps. Practical No. 5 


Practical application 5 

Optimal orientation of implant 

sed] 20090» Natural crown $8 e3220260900 Natural crown $ fixture 
000902329lo» 2005c9e056:ec5s9000 Guideooe2ooólór Implant crownd, Central 
fossa& Natural tooth, Supporting cusp or502$:0095:§\qdleoSu Fixture coppo?so9l 
orientationo? ofod 

segones u 
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Dental implant 
2D ideal positioning | 


Cemento-enamel junction 


Emergence profile (buccal) 


17.4 Three-dimensional ideal positioning of implant in the esthetic zone. 
Practical No. 6 


Practical application 6 

Esthetic zone and fixture position 

oi Fixtures, Shoulderooo 25 mó 29284, CEJ esos 1mm ec: copdqeo5u 
J! 9092009088 Fixture shoulderooo 1.5mm Ogei 

on fixtured, Shouldero»» Buccal o»o5[98:9529»:6098, Buccal surface o? [go5agco203 
Bodes ià, 1mm sso05cepo5[G: copdqoodSu 

aopdsaginseoz§ 0805p8q 60309009503 implantou» Esthetic zonecdeeposG 


Conclusion 

900 main pointeoz e[go030%0905? 

1. Bone quality or density 

2. Interproximal bone resorption prevention 
3. Interproximal papilla filling 

4. minimum buccal bone width 

5. Optimal orientation of implant 

6. Esthetic zone and implant position 
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3206: (0) s095¢s, 00586000 Dental Implant s»o[p35: 9 


Po CNA: 


4f1 Non 
PE se 
BAY fi 
' -— 


gooo 


Practical application 1 

Inserting Torque (Fixture «jboopp320:) 

Alveolar bone o9 drill & coG:o[o356: cor05 Req Fixture o? s2229ĝo0 p961 

s2000q 500990005 «900» "insertion torque" ejyaondl 

meca pco 

"30 Nem" c3 goSeozól 3loo» Minimum insertion torque value Jòi 

Nem o32205c9 JS GsqdcopsqecdaBcerqé Implant motorga. qos feo 30Ncm.4j$ 


aqo} hand instrument cord§qboop$c8qod 0999: Gog dlosuSu 603 odg PRAA 
Implant motor y 30Ncm ¿$oo0oJ8go0nsdl 


Fixtureqdoop9e& 30Ncm «9000 eoapeodon:d: sə SIS popio 

Ncm #8022 Newton centimeter o2 e3c3ooodli 

3005 Fixture q80099000599000 205002205 oadspqbdoopbo008 3220$ qbo 
q022990050001.226220:60056 qoon sarx08$2q& 030905032202 [0319200508 vos 
Olooo3i.329 Fixturecoo99200 səf a008c00:edhi 

30Ncm 30Ncm egogrcoqop:c5u 

Fixture SBooppoootorque 30Ncm or 35NcmQj$p3000:0? ©ad§copd: qboop$e8q 203 30Ncm 
or 35Ncm $03 3leopo qj$o02:02 wosa: y ¿ps ebro 

Torque q$oop9s2o: 50Ncm copog 329102 BBs: boney Local crack [580205 
c9 unfavourable [gSdlos05u odk k gsf 50Ncm ecoppeozed 50Ncm cope 
Sms: eco6Ólopsi.2220309890022 06096022 9602200 JEN npea 
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Torque edlo? gadioad:G: qdocopSqoli 

002950 [sólgó coo5$«90? Qd[gd[gS 10Ncm cB eqeaorg& 3loeopo5 eo5024/$000:96 10cm 
2g P5903 93 1 newton 320: q$o099680005c9 o$:90000:$o09i dos 20099902 
BASS GS coor 0S 8cduslefoxé one Torque Joo} geog oPrqoo»eopo5coon30Ncm 
dad 30cmgs 1N qdoopSoocSedli 10Ncm à 30Ncm 99203003220005 «9600? ebro pos 
090202009 Friction og2032200051 ocr»$sqprecoeco Frictiongprecoecoót 

Implant fixturesfon 60203 ys [oa adopto oo 

"30Ncm or 35Ncm ¿qdoopón" 

0050 fsfi coodsS [gd{gdoch 


Nine Torque Settings: 
15, 20, 25, 30, 35, 40, 45, 50 & 60 Nem 


Practical application 1322005 


3200099»[9000:0200» Coad ebooppc9so? Torque JÀ Instrumentoedli 
Implant brando$6:02» 29020596 Torqure $q Hand instrumenteop oda 
cep: Â: oo 020525:02 implant Brand à, instrumentoócozoodgan 
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Practical application 1229005 


8Implant —Ü Q "n A 020990 SGSI 


Seven Torque Settings: 
10, 15, 20, 25, 30, 32 & 35 Ncm 


Practical application 1322005 
slo implant motor Jjo5sooSsa05s{Gj08q9 Motor driven torque instrumentóli 


p» 


Recommended Motor Settings 


* For osteotomy: 
* Speed: Maxilla 800 rpm, Mandible 1200 rpm 
* Torque: any (leave at 35 Ncm if set that way) 
* Gear ratio: 20:1 
* High coolant flow (4-5 bars) 
* For bone tap and implant placement: 
* Speed: slow speed (i.e 15-30 rpm) 
* Torque: 35 Ncm 
* Gear ratio: 20:1 


(Bold: Settings closest to Zimmer recommendations) 


Practical application 2 

Recommended implant motor setting 
Fixtureoo6eqp6: qd00998 & Bone drilling «958 eo5$$ soo: 
oi Sag Drilling e«2058 é2205909qo» 
For osteotomy 

Speed : Any 

(Leave at 35Ncm if set that way) 
Gear : 20:1 

High coolant flow : 4-5 bars 

Ji Fixture 9500958 

Speed : slow (i.e 15- 30rpm) 

Torque: 35Ncm (qSco09$se08) 

Gear ratio: 20:1 


8 Setting Cogu sacgadoyodoongé comésdlooVón 0202090? saab :oEdloo5u 


Immediate Early loading Conventional 

loading loading 

Same day 1 week to After 2-3 
to 1 week 2 months months 


In function In function In function 


Practical No 2 


Immediate 


restoration 


Within 1 week 
Not in occlusion 
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Practical application 3 

Loading 

Prosthetic Crown o? Fixturego covdsag$o2500b........ 

309 69:09. Loading Pomo 

"Loading is defined as full occlusal contact at least in centric occlusion." 

Loading o? MAA soxcopdqucda8cor? 

"Fixture o9 00203003 O220§ eoo6:6e00696:0902000" 09. sosc095qdlooSu 
Loading = Fixture o2e0:020ko? 0200§ oc09:6 «00696196: 

Fixture ĝo» Implant à, 'agzd:§s05e0 [45002203 saGEs' Si o0299 56093 0205075 
ooN 

Loading 2005 ¿06490034 cog soxop5qeoo» Implant À, Fixturecorp 
qood: 2205600? e36:ec5 08 eoon} 3205099101 

G3005006809: 

crown calés 2005600? ©0005e051 

000209 practical point espada eo*ooo:eo:dl 

20056099.036:005 9990905 G: 20059002 ODÒ... 

oi Immediate loading (qjo5qj6:96:) 

Fixture cop5[8: 026020299190 Crown o2660:080500051 3looopo? 9 vod s»op6: 
Crown oo66o:0209I 

Jı Early Loading (qjos/6:602? e86:620:0p: Sleds 36:0006020005) 

Fixture oopp[à: Crown o? 026005689 0003: o36:0o05i 3leeopo5 o 005 mes J 
CO 326022096: O§E:00051 

ou Conventional loading (codgsapdapsa03é: sosoteoddo 96:) 

Fixture copS[8: Crowno? joo oco e 0004: 96:009 

8520: 329000509 Gold standard Jòn 

ci Immediate restoration (3022602609 o$ec3p[e:96:) 

Sloan fon $p9:$09:9o5sjeo9i 96:600996:0005 sa[godso0 e36:opu 
Fixtureo»copo: o&ecap[ar coSsqoou5u 

Bor opposing Natural crown & prosthetic implant crowno? oclusal contact 
eoto[o305ops GooD: CAO 

ogcopo: Crowno? oo$005096: oeoo 

3le9q6 Fixture qf: Crown vagj m0 Bf odos 
Prosthetic crown o? implant e» s24$ed| gops; 000279 oo69lo»o5i 


Slo Practical Application à qo5eorooo:óli 
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Practical application 3320005 

2005602 Immediate restorationoli 

Fixture qdc0p5[8:03¢5 26 Temporary crown oo6eo:o00:02091 

mal: Saco occlusal contact Booo: prosthetic crown height ooon 
immediate restorationá, 325622»qoloi 

Opposing occlusal forceo? fixtureoossBg coszoadope Sleog muscle: tongue | lip & food co24, 
Forcecoo? so03eep05e000051 


Practical No 4 


Practical Application 4 

Fixture oo0SsaG§ oð... 

Beos: ego] cog 

oi Immediate implant 

2902805 $A: &09000:0? extracted socket Ò Fixture o? qoo 
Immediate loading & 25»:eespios? 


Immediate loading oo prosthetic crown o9 Fixture q8ooo9[90? es 3loeoo9 ovod 32096: 


009900010? esl ooi esl6:020202»edli 
Immediate loading à immediate implant o3256co0:e9q6 


onys 


J! Immediate -Delayed implant 


292:9: joo e022096: Fixture q80op50020? Bondi 
Soft tissue 02600? Extracted socket o? Sc5ay22Gis2§scorp Socket o5 e[nppecoxdlopn 


or Delayed implant 
922$: joo $ Implant fixturecop$qé Delayed implant c3 esf dlooo5i 
Soft tissue co99:0052goto209 Socket Öp 02680502896: səki 


Gu Late implant 
ogosso5[à 6 co eano implant coppooor 


Practical application 5 

Standard dental implant protocol 090: 

on 0302605 E co eo»2059 Fixture ooppoooSi pooo 

Eco coplá: $837 Fixture cop5oo051 

J! 232809 prosthetic crown o9 Fixture q$oop9[ y co eso oben 
8 Implant $o5035p5:0 Gold standard dli 
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Conclusion 


Bean: o»»main.point eope[3»292:25c5 
oi Torque 30Ncm or 35Ncm 

Ji! Recommended implant motor setting 
oiFour types of loading 

gu Fixture 2205224] $ooppeco 

giStandard dental implant protocol 09$: 
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3206: (e) a0pSeg oe Dental implant sacfox&: 6 


Beodoepans 


4 x 8.5 4x10 4x115 4x13 
(mm) (mm) (mm) (mm) 


(diameter x length) 


35 x 25 x 42 mm 
(length x width x height) 


Practical application 1 

Long implant 

>10mm $03 implanto? Long implant Bes ooc5i 

Primary Stability &0226:825:0loo05 

Primary stability «Bono 

- sog&:ebxe[q»e6 Mechanical interlocking 

Implant o2 qoos: səf 0629210? ods ep ave Primary stabilty 
Q0»26:0209i vda, vado qbo: 066802 so$kó $jooo5i 

Secondary Stability [p3600? 

AA, [G&copdgop5: oopoesooo?qo[o356 Fixtures, oo$oo5cop5o mineralized boneood 
cogli: s3o9o5c9eqeso»6 coos 

Primary stability = mechanical Interlocking 

Secondary stability= mineralized nodule formation 

Long implant » 10mmoogo? aocSqr05:005 

oi Immediate implant 

ans o5GG:qiEs Fixturecop (32620:80593q/6q6 sel esooCókqp: yfo) 

Ji! Bone defect ([gooo:dloooS soo? [p3e39l) 

on Tilted implant 


o[gooosa»goi 
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guPoor bone quality 

D3 and D4 

o[gooosa»g5i 

8(9) qao Fixtureqdcop5elo [38 mechanical interlocking c3 eso Primary stability 
So e22qpo05000:$6 woseo: on 


Process of Osseointegration 


Primary stability- mechanical 
interlocking 
Contact osteogenesis- direct apposition 
Secondary stability- mineralized nodule 
formation 

(Berglundh,2003) 


0205805 co5qi£opqp: 300305 


32000200 00» Immediate implant o9 [yooo:o2»9li 
Fixtureo? qjo9qj6:oop9o00:1000 
32920:80550:0009q/6€/6 saqe: cozy $o 


Immediate implant + Bone particles filling 
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Combined 
osseous defect 


~~ 


are- — — À À— — 9 


Periodontology go bony defect oncog oo$9Óli 
Sloop [g5esqEcor) Bonecod[ga5(s long implant copS8e8c8Seo5u 
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Misch in 1988 
A al 


D1 Dense cortical Oak / maple wood Anterior mandible 


D2 Porous cortical and White pine or spruce Anterior mandible 
coarse trabecular wood Posterior mandible 
Anterior maxilla 


Porous cortical (thin) Balsa wood Anterior maxilla 
and fine Posterior maxilla 
Posterior mandible 


Fine trabecular Styrofoam Posterior maxilla 


Bone quality 
Poor bone qualityeoz0$ ep:eamendgé Long implant egó 


QUALITY OF BONE 


Bone quality 
Location facs [gooo:oo»0li 


Practical application 2 


Practical application 2 

Standard implant copsa8: Bon 2095 sq pg sgp oon 
Edentulous ridge o»» 

oi mesiodistal distance 7mm §aé 

J! Height oo» 10mm a 

on width o2» 6mm Fa 

Fixtures, oo5oo05c5p500 Jato voog: a005go5co2022dIi 


Conclusion 
oi Long implant >10mm for primary stability 
Jr Standard implant 
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3206: (00) peş ooe Dental implant s»o[o356: q 
godbe implant $6 00525052599 periodontology ó02005oqp: 


Fixture oobeqp6:ooppq6 Bone Augmentation (fixtureoobesp6: eo»6:60056: qo 
005564 soQr[so»eo»eors6:) eslabón 


INIo es FixturecopdsosdBar0r95:09 anoto 102,03 
329lgocops: Periodontitise[o35€ o3jo»o? [y$$Agomep:03s0305 bone resorption 
e[p3»€ Bony defect or osseous defecteoz o»$3929 358s05] Eze s2929 
{g25qeoSc8 eo9:9320: Periodontal bony defectecozeoz0$ [gEor05e6 Fixturecopb 
03399] 3D sff [go500050322eepu.3lo3 Bone augmentation e0256:60256:0560005 
once don 


330009609) Bony defect oncog 
oi Ledge bony defect 

Ji! Osseous crater bony defect 

ou Reversed architecture bony defect 
çı Bulbous bony contour defect 

gu Horizontal bone defect 

(51 Angular or Vertical bone defect 

qu Furcation bone defect 

or Dehiscence and Fenestration 


Radiographically & [o05c8q03 Defector 
1. Horizontal bone defect 

2. Vertical bone defect 

3. Furcation involvement bone defect 


Flap 98008885 Defector 


1. Osseous crater 

2. Bulbous bone contour 
3. Reversed architecture 
4. Ledges 
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Periodontology o» Bony defecteozun Sleo292261 Periodontitis 

85005308, 0$303 coo?speogoedli 3leoà Dehiscence & Fenestration edlopsedhi 3l 
Gd Fixturecop$o3s00l Bone augmentation 25030599: Bdgas 
s290935[g095e0232e|p356: eanga eo goods 333lo» 
Bone Augmentation c»9023o9l [86020563256 cO 


Practical application 1 


Practical application 1 

Ledge bony defect 

Periodontitis e[p35€ alveolar bone qjo58:05 o6 oogje 

Ledges o? 220509 [9663206 eyes ¿es 222020 og»: abegi: à, cvdon 
alveolar bone oocog5 o? s29 e[goqdlooSu 

93220200 009 eo0?[o3e99li 


Practical application o 329005 


251 


320002000000 IN dina 32009 [p399«6 eol xo? [03696 Facial & Lingual alveolar 
plate Reogqdle8Seo5u 

338 (036664, g$ Resorption [58222:60»» [o34[G0546[g503228: Resorption e[350? 
Alveolar bone à $6:05p«6 88: Sge: 0000959650206 [gdesdloo05u 

Å Ledge bony defectc3 esl ooo: ([p36 883E: Resorptiongogo:c3) 

oq [036 J o» 08536: resorption eqeoozope Resorption e«je25:0? alveolar bonecopo?(a6 
[o3e99li [036 oo» 08588: [yod o9oop50922c9 fjg Ledge Gedi vos Alveolar 
bone œ00 80005 ogoooSidlog»og»:oo05i 


Practical application 2 


Practical application 2 

Osseous crater bony defect 

Periodontitis e[356 Interdental bone (292: Jegpe:[3»: s2§3002§) o» Crater 8:60056 0850 
2056505 664]. bone resorption qoooi 

ago: y eqpés feyo:.zo$:3000$ (interdental bone) y) 808272200) osseous craters cà 

esl 00051 dleoà óp [360232096:0 Facial & Lingual plate o> resorption egeo% Cratera, 
eon Êje 


Practical application j 329005 
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32000202090 PIRE 4 3 5 Ppp Interdental bone ooo osseous crater[gdesoo0Sufacial 
wall & lingual wall o9 qps[3o0o:02o5i 

Osseous cratero? periosteum flap co&o eopqolc38eo5i 3lo? e25e2ospqp goco 
Practical point 

Xray & eco6qpioli 

Bony defecteoz 22203232562005996009 Fixtureoobesp6:coppo?3»9l Bone Augmentation 
320309 soeep[o3solooo9i 

Ledge cogo Cratereop& o303[: flap c5$023»9l eo9020525c9 Hemisepta bony defect 
Scopd: o3eo9$60looo5i 

(Hemisepta «300» angular bone loss special caseoo$9 [gSc8, 23:25$g6:0loo5u) 

Crater = interdental bone 8zeooé o dé[gd[aé: 

Ledge = facial & Lingual bonecop 08536: or:092:-80y$350}3 səf} ese. 


i'eversed architecture : 
produced by loss of interdental bone, 
facial and lingual plates without concomitant 
loss of radicular bone. 


Practical application 3 

Reverse architecture bony defect 

020$ reverse architecture c9 esl copd: o8ajEqé Normal alveolar architecture o9 
soqe[»3p92260lo»o9i 


253 


Practical application 3 329005 


32000202090 [Goor:03 35$:005056:e00560900» Normal alveolar bone architecture 
Jòn Interdental bone copo» sadssad: fyf sadleepEgns 3 [Goor02051 
so[gpespé e20563200$6090^ Facial alveolar boneo? [jooon 

Normal architectureooo radicular bone (internetoo oóeslo*[o3099l interradicular 
bonec$) 022030293 interdental bone: facial & lingual platesoz e2:29»:002e[o3p6 09$ 
02996600020208 e[yn&:{G§[gdago200051 

3lo28 Reverse architecture c3 esf Jovsi 

Radicular bone ĝon s»[g$o[o3»:0» alveolar bone Gou 


actunra * 
7NA LLA 


facial and lingual plates without concomitant 
loss of radicular bone. 


© | UNES 


o 


Practicular application o 329005 
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32000202090 sadleep& lineo» normal alveolar bone architecture c36:o5$ faf: 

aqS:eep& Line oo Reverse architecture o? [noo2:0220li 22209 reverse [gScop5: 23[9 cof 
amor 

Radicular bone oy$3[G: o3$00» Resorption [s&c9Reverse e[q58:9$ c36:o9$ [jogo 
Periodontitis e[p36 Bone resorption csoc5o26G}eech 

RP: Periosteum flap $o Edos 

Periosteum flap o» 238605 periodontitis cfoy2E{g505 Bony resorption 66 defecteopoo 

on Ledge bone defect 

J" Osseous crater 

on Reverse architecture 


8(2) go» Flap 080 6039 Defecteopoli.Clinically a$ pocket coz30 cozeyól 


Practical application o 322005 


Reverse architecture oo inter radicular bone oq$300051 
39000300009 328E: Inter radicular bone o2e[gpoooi 


Bone destruction patterns in periodontal disease 


Q Bulbous bone contours 


: Pre-operative buccal : 
: view : 


Pre-operative 
occlusal view 


lhassssssssuessosssusesesssssesesessosecest 


Post-operative 
buccal view 


Bassssssssosesossessssesenssesssssesesesst 


Practical application 4 

Bulbous bone contour defect 

es90) periodontitis eoJ Bony defect 028900 Bulbous bone contour dlói 

99006009 Facial bone 222: eê: unan 3lo? Buttressing bone formation Ges dovu 
eoo»o509C[o3:eopeQli 992208 Stressófgesané 22202000 periodontitis [59608 [g[g6eo:oo» 
Periodontitis e[p»€ bone 220:609 Resorption qcore0d ejyérlos 3232208 esposo» 
ecoeco OB: ogco»ecoecodiói 298, QA sged 


BULBOUS BONE 
CONTOUR 


Y 
a | 


e. 
aom Me See 


Practical application c329005 
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39000302608 PJE og»: sofico cdl es(§: Resorptionigdegomojeozgueón slevs 
c990§:02000 so[g850:0» Alveolar bone o» ec»6:[o22g2:0205 «900»9lói buttress e00205026 


etre 


3lo? Bulbous bone contour bony defect Besos 


9903/6029 Clinically cox 230:,3ogdcoz eccles: Exostoses cop o26[039909. qué 
Bonos 


Periosteum flap co$[p3o9«6 923qe»edl 


Bulbuas bone contours 


* Exostoses 
* Buttresing bone formation 


* More common in maxilla than in the 
mandibule 


Practical application c 32900 
anoop Exostoses eop9o? 6 & 702 8G: [sjesoo» 200300221 Bulbous bone contour o» 


Xray qo egf: ef Jos 


Horizontal bone loss is the 
most common patterns of , 
bone loss in periodontal 


disease. 
The bone is reduced in i y. 


height, but the bone * 
margin remains roughly i | 
perpendicular to the tooth LI 


surface, the interdental 
septa and facial and 
lingual plates are affected. 


Newman, Takei, Carranza. Clinical Reriadantolagcaivth edition. Pr a cti C al N o 5 
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Practical application 5 

Horizontal bone defect 

Horizontal bone loss o» aó:$:9:000:8 o36e[mosp oecon Jog 

Periodontitis ep s29192:29»:50» oey $601| 232202 Xray Saps: o83Edlos0Su 
9900 Interdental septa copS:ch Facial ı lingual plate or5e(4:08 Resorption qooo5i slepp 
Horizontal oé[gbooo 


~ 
> s 


Practical application 9 g22005 
Horizontal bone resortion or defect o? Grossly [40022320] 


onelyipdonpó: 86502003 cogqdlc8SeoSu 


Practical application 6 


Practical application 6 
Vertical or angular bone defect Don 
Xray 22059 [p399q6 com empece (vertical or angular bone loss) Jòu 
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2200805 Aeon 2D 9 [a$q0oo»o?u 

02000500$:00 o9056«020509 Foundation 320909 e[gopeqé oc eop& e[ggodagns 
3296 COPADAS oq$302 ¿egos e[q»6:905 [eoged 3lo? Angular bone 
defect aes ovos 

OPIRE eop:o58js don xray 3, [gEqo3 e3peaoo5o? 3D s»[g5 o»o»o$coo?eog[ae 
So? Angular bone lossóli 

c2099$000902? Gagpeaoodeco:51 deog ageso: Flapa ico 
cR AA Ego [jepon p008 qoo 

Sleod Xray PI: JEJA, $4 e090» massógonéáco:mos 220509g05680005 
«8000 oE 2500 2D9 [go»»o?u 

Flap cobre 

oi One wall defect cun: 

Ji Two wall defecto»: 

ouThree wall defect cun: 

ci Combined defect cun: on sfa} PI: ad:{goSqoo05u 

roSeScoo{ox09[8: ee3pecoo?eco: [Eg Angular bone loss $0325 «202 s» 
o[gp2505250586002 periodontitis 4 o5053»slo» Bone Augmentation or Guided bone 
regeneration 320205 eo8ceposclops 

Angular bone loss oo Fixture cop$q 22»c922c599600? Bone augmentation Govi 
Bone augmentation ec90933 Primary stability (mechanical interlocking)eg$62pu 


* ` 
^ v 5 
LS 
$ 


Practical application S s2900 
sed opS:00 Angular bone loss o? {240900220201 s2§sG02 02§022036 wall CBa702051 
ga{gdco202§02008 wall c9eopogauFlap c»$053o9l.practical point 320505 saeq{o3:00051 


One — wall defect 


Hemiseptal defect 


Practical application S s2900 
Gross god e»o99$qo5 qSdqod vpo; [p393ol 
One wall defect or Hemiseptal defectoól 
Two — wall defect 


a Crater-like - most common 


LC (ON 
eon TIT 


a  Non-crater — like 


Practical application 6 s2900 
Two wall defect in angular or vertical bone loss 


osoo Angular bone defecto? fê 
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Three — wall defect USA. 


* Sarati et al (1968), Larato DC (1970) — posterior segment 


Practical application € s2900 

Three wall defect ors eqozEs{o8: c3oloi$djooSoo5cop500»00os g espoo 
One wall defecto» facial esp lingual.cep gSegoo05r 

Two wall defect 03/6009 facial ffy lingual [g5{g5 0260056 yScorp00051 


Practical application € s2900 

Combined defect oneco% [gEoro5esc]Gu [399 (3: wall osf y pQ% wall.o26005qo5 
Qo99000:0220? cogos 

9220090 e|gpe[m 096: cozdlan 
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Practical Application 7 


Bifurcation bony defect 
Slooad: B28 soplos: qip eeo 
9900 Inter radicular so[g6o[o3»: bone resortion a5{gdoru Jeppi o of fy: 


6d] amonI 


Practical application q g22005 


Description Symbol 


The concavity—just above the furcation ^ 
entrance—on the root trunk can be felt 

with the probe tip; however, the 
furcation probe cannot enter the 

furcation area. 


The probe is able to partially enter the 

furcation—extending approximately one 
third of the width of the tooth—but it is 
not able to pass completely through the 
furcation. 


Same as a class III furcation 
involvement except that the entrance to 
the furcation is visible clinically owing 
to tissue recession. 
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Furcation 4 je 

F 1 = 9 [p3 6002058 

F2= pJ 93:899: oĉ 

F3- o[o3»: ondo doc daa: 03205 02$6059[o3»0» [GSogoSe8qosoSisleug probeo? eso 
Qo» 0905co000 Clinically ofgEqeoozop: 

F4= F3& 808q6:070901 Sled mou Gorcdorb005 o[o3»«goprobe gamon 
clinically (4&aG gingival recessionefox>$ 


CLASSIFICATION 


Glickman (1953): Based on horizontal component of 
furcation area 


Practical application q g22005 
Bifurcation o? grossly [(g&esax€{o305ch 
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FENESTRATIONS AND 
DEHISCENCE 


Practical application 8 


Practical application 8 
Dehiscence & Fenestration or fixture copo3saal saa8:0dlos05u 


Conclusion 


922002 efò 

Periodontitis cfo2S[g503 Bone resorption sspe 
on Ledge 

J" Osseous crater 

on Reversed architecture 

gu Bulbous bone contour 

gu Horizontal bone defect 

Gu Vertical bone defect 

qu Furcation involvement 

oi Dehiscence and Fenestration (Except) 


Dr Nay Aung, BDS, PhD 


% straumann: 


CLOSED TRAY IMPRESSION TECHNIQUE FOR BONE LEVEL IMPLAN 


MME 


2. Place the polymer 
impression cap on top 
of the fixed impression 


1. Place the impression 
post into the implant 


post. The color of the 
cap must correspond to 


3. Push the impression 
cap in an apical 
direction until it clicks. 


4. Apply impression 
material around the 


and tighten the guide 
screw using the SCS 
screwdriver. 


impression post. This 
ensures that a complete 
impression is taken. 


the color of the 
positioning screw in the 
post and the arrows 
must align in a buccal- 
lingual direction 


The impression cap is 
now firmly seated on 
the impression post. 


7. The impression cap 
remains in the 
impression material 
and is automatically 
pulled off from the 
impression post with 
the removal of the tray. 


8. Unscrew and remove 
the impression post 
from the patient’s 
mouth. Mount the 
impression post onto 
the analog using the 
guide screw. 


5. Fill tray with 
impression material 
and take the 
impression. 


6. Once the material is 
cured, carefully remove 
the tray. 


AS 


12. The impression is 
now ready to be used to 
create a model. 


9. Ensure the color 
code of the analog 
corresponds to the 
color code of the 
polymer cap in the 
impression material. 


11. Gently push the 
impression post until 
you feel a tactile 
tray. response of 

engagement. 


10. Reposition the 
impression post in the 


Procedure for NC and RC closed tray impression taking is the same. 


RC COMPONENTS NC COMPONENTS 


COMMITTED TO 
SIMPLY DOING MORE 
FOR DENTAL PROFESSIONALS 


Dr Nay Aung, BDS, PhD 


J straumann: 


rmn 


OPEN TRAY IMPRESSION TECHNIQUE FOR BONE LEVEL IMPLANTS 


yon e 


4. Apply impression 


: ^ 2. Tighten the guide 3. Prepare tray by material around the 
1. Place the impression : : : y ; 
: : screw using the SCS creating access holes impression post. This 
post into the implant. ; E f 
screwdriver. for the impression post. ensures that a complete 


impression is taken. 


5. Fill tray with 7. Using the SCS 
: : : : 3 : 8. Remove the 
impression material 6. Let the impression screwdriver loosen the : f 
3 E ES impression from the 
and take the material cure. guide screw within the gi 
: E à : patient's mouth. 
impression. impression post. 


9. The lab will select 10. To avoid 
the corresponding inaccuracies when 11. When tightening 
analog and place the connecting the implant the screw, stabilize the , RE 
: E ; : : : 12. The impression is 
impression post into the analog, it must be retentive section of the 
3 Me ‘ : now ready to be used to 
implant analog and positioned exactly in implant analog to 
: : : ; A : create a model. 
tighten the guide screw line with the grooves of prevent the impression 
by using the SCS the impression post post from rotating. 
screwdriver. before screwing in. 


Procedure for NC and RC open tray impression taking is the same. 


NC COMPONENTS 


m on A | ee a (ee 


COMMITTED TO 
SIMPLY DOING MORE 


RC COMPONENTS 


FOR DENTAL PROFESSIONALS 


7 straumann: 


CUSTOMIZED IMPRESSION POST FOR BONE LEVEL IMPLANTS 


— — but" ral 
1. Prepare customized temporary 2. The desired emergence profile 3. Now that the emergence profile 4. A stock impression post must be 
abutment to meet your desired for the implant will be achieved has been developed, you will now customized to capture soft tissue 
emergence profile. with the provisional. want fo capture this same emergence emergence profile. 


profile when taking a final impression. 


2/09 


USLIT 269 


5. Connect custom temporary abut — 6. Fill small vessel with bite 7. Apply bite registration material 8. Embed the temporary abutment, 
ment and provisional to implant analog. registration material, such as fo the abutment and analog to provisional and implant analog into 
BluMousse®. ensure a complete impression is the bite registration material. Once 

taken. material sets, remove provisional 


and temporary abutment. 


Straumann products are CE marked 
Straumann? is a registered trademark of Straumann Holding AG, or its affiliates. All rights reserved. 


BluMousse? is a registered trademark of Parkell Products, Inc. All rights reserved. 


o 
[e 
[e 
N 
9 
a 
[^2] 
3 
£ 
9. Notice the transfer of the 10. Connect impression coping to 11. Fill the impression with cold 12. Let temporary material cure. g 
shape of the temporary into the implant analog in bite registration cure or auto-polymerizing rapid 3 
material. Mark the buccal position material. cure temporary material. O 


for orientation. 


RC COMPONENTS 

025.4202 | | RC Impression post, 
n= X 

with guide screw 


024.4370 w | RC Temporary meso 
» abutment D 7.0 mm 


025.4101 JE RC Implant analog 


13. Unscrew temporary post and 14. Notice the matching emergence 15. Screw the custom impression post : 

; : y a . , ; : : 025.2202 ro NC Impression post, 
trim excess material. Fill any voids, profile of the temporary abutment into the implant and take impression. C PIU descen 
polish and take impression. and impression post. Once impression material sets, unscrew 3 

the impression post and remove impression. 024.2370 Eos | NC Temporary meso 
The master cast is now ready to be abutment D 5.0 mm 
fabricated after the lab analog has 025.2101 8 Ea | NC Implant analog 
been placed into the impression. 


Photos courtesy of: Samuel Zfaz, DDS — Fred Norkin, DMD — Jeffrey Ganeles, DMD 


COMMITTED TO 
SIMPLY DOING MORE 


FOR DENTAL PROFESSIONALS 
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| feature 


e Zimmer Surgical Kit 
Small Ronguer - Schumacher 
Pickups — Henry Schein 
Bone File — Titan 
Double-ended Curette — Titan 
Wakefield — Henry Schein 
Suction Tips - Schumacher 
Mirror — Henry Schein 


Not Pictured 

X-ray Gun - Nomad 

X-ray Sensor & Program - Dexis 
Sterile Drape — Henry Schein 
Sterile Light Cover — Salvin 
Sterile X-ray Sleeve - Salvin 


What's on Your Tray? 


As clinicians, were always trying out new products and equipment. And before we buy, we will almost always 


gauge what to purchase based on what colleagues and key opinion leaders use. Unfortunately, it isn't very often we 


actually get to see other dentists’ or specialists’ tray setups. Here, we make it easy for you. In this installment of 
“Whats On Your Tray?" Dentaltown Magazine takes a close-up look at four dentists’ implant tray setups — these 


include the tools they love, the instruments they cant practice without and the brands they prefer. 
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| 


feature | 


o Camlog Promote Plus osteotomes and surgical kit - Henry Schein 
Major supplies from Ace Surgical and Salvin 


continued on page 86 
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| feature continued from page 85 


Siegel Round Scalpel Handle 
Seldin #23 Periosteal Elevator 

Molt 2/4 Periosteal Elevator 

pos Molt 4 — Right 

Molt 4 — Left 

Buser Periosteal Elevator 

Misch Periosteal Right and Left Elevator 
Minnesota Retractor 

Implant Retractor 

Misch Spoon Tongue and Cheek Retractor 
Columbia Retractor 


continued on page 88 
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what's on your tray 
feature continued from page 86 


Larry Schoonover, DDS 
WV Mini Dental Implant Centers, Today's Dentistry, The Smile Center ° Clendenin & Elkins, West Virginia 


Larry Schoonover, DDS is a 1980 graduate of West Virginia University School of Dentistry and a member of the ADA, OSAP, 
the International Association for Orthodontics and a master of the AGD. He currently speaks on mini-dental implants at 3M 
ESPE-sponsored courses throughout the nation and is a consultant for 3M ESPE mini-dental implant division. 


O Anesthetic Syringe 1.1mm Surgical Pilot Drill 0 Surgical Scissors (for customizing shims) 
: 30-gauge Needle Assortment of 1.8mm 0-ball, : 3M ESPE Blockout Shims (some pre-cut) 
: Needle Recapper 2.1mm O-ball, 2.4mm O-ball, : Micro Metal Housings (MH-2) 
: Septocaine Carpule (Articaine and 2.9mm 0-ball or Tapered : Secure Soft Reline Material (for short-term use when 
: with Epinephrine 1:100,000) Head Mini Dental Implants : implant torque is less than 30Ncm upon placement) 


o Two-sided Mouth Mirror and é 3M MDI Surgical Kit 


Hu-Friedy Handle Finger Driver o High-speed Finishing Bur (to mark and initiate 

Explorer Winged Thumb Wrench intaglio relief of denture) 

Perio Probe Adjustable Torque Wrench Slow-speed Bulk Cut Bur (to enlarge and 

Cotton Pliers Locking Pliers Finger Ruler complete intaglio relief) 

Q-tip with 20% Benzocaine Stainless Steel Bowl Dispenser (for hard or soft reline material) 
Spare Finger Driver Secure Hard Reline Material (for long-term 
Spare Winged Thumb Wrench pick-up of metal housings [keepers] in 
Ratchet Wrench cases where adequate torque is achieved 


or where osseointegration has occurred.) 


Thank you to everyone who submitted your tray setups for our Implants category! 


If youd like the chance to be featured in our What’s on Your Tray series, send us your photos and lists of the 
items on your trays in these categories by the following dates: 


Endo Tray Setup: Due June 8 
Scaling & Root Planing Tray Setup: Due August 10 
Temporary Crown Tray Setup: Due October 8 


Please send your photos and item lists to: ben@dentaltown.com 
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